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To be continued 

It's hard to find an issue of Elektor magazine that 
does not include an installment of an article series 
running for at least three months. If individual 
projects are bricks or sometimes whole slates, then 
the installments are the mortar of Elektor magazine. 

The most obvious type of article series we publish has 
an educational slant aiming to teach some aspect of 
electronics like programming, project development, 
or PCB design. These are popular without exception. Examples from this month's edition 
include Microcontroller BootCamp (page 30), and DesignSpark Tips & Tricks (page 48). 
Another type of series is a necessary evil in view of the size and scope of projects, 
some of which could fill an entire magazine and still have potential for extension or 
improvement. These monster projects are mostly self-propelling thanks to you. 
Typically, technical support and reader comment appears on our forums, on our .labs 
website, and in supplementary documents for free downloading. 

In some cases it's the hardware or software used for a particular project that gener- 
ates an article series that was never planned or foreseen as such by the team. That's 
why the relevant articles do not have a common name or the expected "installment 
x" indicator in the title. A fine example is this month's Temperature Sensor Board 
(page 20) which happily works on the ElektorBus— the one that ran as a series two 
years ago and gathered a team of experts working on the protocols in good open 
source spirit. Bear with us— in a few cases it takes a few months to get hands-on with 
what was originally described as a concept. 

Still other series are columns really with different subjects and even different authors 
every month. In Elektor they have an easy going, recreational slant and include 
Retronics, Weird Components , Gerard's Columns, and Hexadoku. Some readers have 
complained that the projects and equipment showcased in Retronics are impossible to 
obtain at Mouser. Let me know if you come across a project article you experience as 
recreational— meaning you can do a better job on the design— and I will consider run- 
ning a series on the subject. 

Happy Reading 

Jan Buiting 

Editor-in-Chief 

Elektor International Media 
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Extremely Low Frequency 
(ELF) Receiver 

Arduino + ADC = ELF 



By Kurt Diedrich 

(Germany) 



If you Google 
the terms ELF, 

ULF, or VLF it 
transpires that the 
lowest frequencies of all electro- 
magnetic interference (EMI) signals 
are generated by electrified railways and not a lot more 
beyond this. Wrong! You can in fact receive some extremely interest- 
ing signals between 0 Hz and the 'railway' frequency of I6V3 Hz. Using the receiv- 
er described here with an ADC module described in a separate article and some 
free PC software it is possible to receive and make recordings of these signals. 


It had always fascinated me what I might hear— or 
rather see on an oscilloscope— if I could connect 
a pick-up coil, with a couple of hundred turns on 
it, to an extremely sensitive amplifier. A dozen 
or so years ago I decided to turn this supposition 
into fact using modern electronics. 

The first circuit I constructed for this purpose 
differed from the version presented here only 
by having a cruder filter and a somewhat old- 
er-fashioned method of analog to digital con- 
version. To my surprise there appeared on the 
monitor screen more than the power frequency 
hum that I was expecting but unfortunately the 
confused serrations of the complex time signals 
did not allow me to draw any conclusions from 
about their composition, [this article was writ- 


ten in Europe where the AC supply frequency is 
50 Hz but exactly the same methods will work 
in territories where the line frequency is 60 Hz. 
Please read '60' wherever you see '50' from now 
on, if you live in a 60 Hz country. Ed.] 
Eventually, after I submitted my received data to 
FFT-versus-Time analysis, it became very clear to 
me that that this 'wriggling about' on the screen 
was the result of recurring signals of typical struc- 
tures, which could be resolved only if they could 
be compressed over prolonged periods of time. 
They were also audible if played back at higher 
speed, sometimes reminiscent of animal sounds 
or teletype transmissions on the short waves. In 
any case, all this was sufficiently interesting to 
keep me occupied with it ever since. Readers who 
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ELF Receiver 


are interested will find further detailed informa- 
tion at the blog vlf.it [3], which is a platform for 
enthusiasts involved with receiving and experi- 
menting in the ELF and VLF bands. I have pub- 
lished a number of articles there on this theme 
along with many screen shots. 

Among other things, we need to understand that 
supply transformers in residential areas radiate 
extremely weak magnetic waves between around 
0.3 Hz and 25 Flz. These are up to 1,000 times 
weaker than the interference fields produced by 
the 50 Flz AC supply. To receive the desired fre- 
quencies without interference, we need to filter 
out the 50 Flz (60 Flz) supply hum as early as 
possible ahead of the main amplifier in order to 
avoid over-driving the receiver. 

The circuit 

The receiver described here operates in conjunc- 
tion with the ADC module described in a separate 
article, an Arduino Uno and some free— that goes 
without saying— recorder software for the PC. This 
combination makes it possible to detect, display 
and log weak alternating currents and/or alter- 
nating magnetic fields at frequencies down to less 
than 1 Flertz. The receiver output can additionally 


be connected to other recording devices, all the 
time keeping in mind that signals below 16 Flz 
will be attenuated heavily by PC sound cards. 
The circuit is made up from a combination of a 
highly sensitive voltage amplifier and a steep 
(36 dB per octave) Sallen Key low-pass filter with 
a cut-off frequency of approximately 21 Flz. The 
receiver has the task of amplifying extremely 
weak magnetic waves in the frequency range 
from 21 Flz down to (almost) 0 Flz and filtering 
out line hum interference in the process. Figure 1 
shows the schematic for this receiver, which is 
made up from the functional groups that follow. 

Linearizer and preamp 

The extremely weak (in the microvolt region) AC 
signals of interest here are picked up with a coil 
and once processed and optimized in a combi- 
nation of preamplifier and low-pass filter (IC1), 
they are directed to the Sallen Key low-pass filter 
that follows. This simple upstream low-pass filter 
(a pre-filter so to speak) is necessary specifically 
for attenuating any 50 Flz line frequency interfer- 
ence in relation to the wanted signal to prevent 
overloading that might generate a square-wave 
signal between the maximum output voltages 


Figure 1. 

Schematic of the ELF 
Receiver (without Data 
Logger). 
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Figure 2. 

Amplifier flatness at the 
output of IC1. 


Figure 3. 

Filter IC3 achieves a slope of 
around 36 dB per octave! 


Figure 4. 

The common-mode choke 
reduces interfering noise by 
up to 40 dB. 


of the op-amp. This could occur were the coil 
to be placed close to a power cable in which a 
heavy current was flowing. The circuitry associ- 
ated with IC1 has a second function: the char- 
acteristics of the coil at the input of the circuit 
mean that low frequencies are attenuated appre- 
ciably, so that the amplitude of received signals 
in the region of zero Hz is weakened increasingly. 
We can compensate or linearize' this to a large 
extent using the effect of capacitor Cl in paral- 
lel with R2. Figure 2 shows the amplification at 
the output of IC1. 
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The stage built around IC2 is a well-known 'stan- 
dard' circuit involving an inverting amplifier. The 
gain factor can be varied by selecting one of sev- 
eral feedback resistors. This feature is absolutely 
necessary since completely different intensities 
of the received signal may arise, according to 
the position of the receiver. R4 is not a built-in 
part of the selector switch, ensuring that there is 
always some degree of negative feedback, even 
when the switch settings are open-circuit. This 
has the advantage that at the moment of swi- 
tchover, when the switch contact 'hangs in mid- 
air' for a very brief timespan, no interference 
pulses appear on the receiver output. 

The gain or amplification of the inverting ampli- 
fier arises from the quotient negative feedback 
resistance divided by the upstream resistor: 


1/ = V K v 


By switching from R7 down to R4 alone we have 
successively (approximate) gain settings of 5, 
10, 21 and 47, the last of these values being 
when the three switches or jumper links are all 
open-circuit. 

Filter 

The remaining four op-amps are combined in a 
single IC, the TL074. IC2A to IC2C together form 
a Sallen Key Filter with fast roll-off providing 36 
dB per octave in total. The elevated level of the 
50 Hz signal relative to the desired signal makes 
this filter extremely necessary, to prevent over- 
loads. To learn more about Sallen Key Filters you 
can find the desired background information in 
the technical literature and on the Internet [2]. 
The cut-off frequency of the filter is, precisely 
stated, 21.5 Hz, which is far enough removed 
from the interfering 50 Hz and is still outside the 
desired reception range. 

You should stick to the values given for the capac- 
itors and resistors as closely as possible, as the 
required transfer characteristic cannot be guar- 
anteed. Figure 3 shows how steep the flanks of 
the resulting filter are (measured at the output 
of IC3C). 

High-pass and final stage 

At high levels of gain (according to the setting 
of PI up to about 50,000) it's possible that even 
quite small offset voltages could nevertheless 
be sufficiently large to shift the output signal by 
several volts into the positive or negative regions 
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and become an undesirable disruption. To avoid 
this, a high-pass filter (C8+C9/R14) is provided 
between the filter output (IC3C) and the input to 
the amplifier stage IC3D following, with a cut-off 
frequency arranged to lie well below the target 
range. In this way the filter does not affect the 
frequency response of the received signals. The 
voltage at the the output of IC3D is thus always 
symmetrical around zero. Trimpot P4 is used to 
adjust the total gain of IC3D between 0.5 and 
about 10.5. In conjunction with the switchable 
pre-filter stage this should suffice for well-nigh 
all user situations. 

Powering the circuit 

Power connections are provided for 6 V recharge- 
able (or plain) battery operation. Initially the 
voltage is reduced to 5 V and stabilized in IC4, 
to suit the needs of the TMA0512D converter that 
follows. This converter changes the input voltage 
of 5 V into two complementary output voltages 
of 12 V, used for powering the op-amps. Do not 
omit any of the chokes and capacitors shown in 
the schematic of the power supply section, as 
these are absolutely necessary to reduce interfer- 
ence from electrical noise. Figure 4 shows, for 
example, the beneficial effect of using the com- 
mon-mode choke L4; this suppresses noise in the 
relevant frequency range by around 30-40 dB! 
If you prefer to power the receiver using an AC 
adapter rather than batteries you can connect 
a 6-V wall wart power adaptor of the necessary 
amps rating. 

Coil and electrodes 

To detect weak magnetic fields a sensitive receiv- 
ing antenna is necessary, so we should connect a 
coil with around 2,000 to 4,000 turns of as large 
a diameter as possible. This does not have to be 
as full-blown an affair as the one shown in Fig- 
ure 5; a diameter of 12 to 20 inches (30 - 50 cm) 
will be perfectly adequate (to begin with). The 
sensitivity of the coil (not to be confused with 
its inductance!) increases linearly with the area 
enclosed by the coil former and the number of 
turns. The coil should be ring-shaped and if you 
buy the wire from a specialist supplier coiled in a 
roll [3], you can create your coil rapidly and eas- 
ily using a coil-winding machine made at home 
from an old Erector or Meccano outfit. 
Enameled copper 'magnet' wire of 30 AWG 
(0.25 mm) diameter turned out to be a partic- 
ularly good choice for making the coil. It is not 



so thin that it would snap instantly if handled 
roughly. 

During signal reception the coil must lie flat on 
a non-metallic surface, as far away as possible 
from any AC power cables with current flow- 
ing through them. Important: on account of the 
Earth's magnetic field, the receiver should be 
operated only when the coil is not subjected to 
any movement or agitation. 

As an alternative to the pickup coil, the receiver 
can also be used with electrodes, consisting of 
metal probe spikes about 8 inches (20 cm) long, 
pushed into the ground at a distance about 7 feer 
(2 m) apart. In this way you can detect alternat- 
ing currents in the prescribed frequency range 
present in the Earth's surface. 


Figure 5. 

The author's home-made 
coil winding machine. 
Smaller versions will suffice 
for practical applications. 


Safety warning: If you are working with ground 
electrodes bear in mind the risk of rogue AC 
power voltages in the soil. For this reason it is 
vital to use a 1:1 microphone transformer (iso- 
lating transformer) on the input of the receiver 
whenever the receiver (or any other device con- 
nected to it) is powered from the AC supply. I 
have experimented with an example made by 
the firm Jensen that has proved to be absolutely 
ideal (type TT-11P-1). A variety of suitable types 
are shown on this American firm's website [4]. 
Use unscreened cable to connect the ground 
spikes to the transformer, the secondary side 
of which is hooked up to the receiver input in 
place of the coil. 


www.elektor-magazine.com October 2014 | 11 


•Projects 









Figure 6. 

The author's first prototype. 
The Arduino data logger is 
also visible in the case. 


Figure 7. 

Test build signed off by 
Elektor Labs. 


Alignment, connection and testing 

A printed circuit board layout is not provided for 
the circuit of the ELF receiver, so readers inter- 
ested in replicating it must resort to self-help or 
simply assemble the small number of compo- 
nents involved on a piece of perf-board or strip 
board (Vectorboard; Veroboard). Programs like 
Loch Master from Abacom or the free Blackboard 
[5] will be of assistance for laying out the board. 


The author's prototype can be seen in Figure 6, 
with Figure 7 showing the test build made with 
stripboard in Elektor Labs. 

Once you have finished the construction and test- 
ing, the alignment of the receiver with the oscil- 
loscope can begin. Hook the coil up to the input, 
arm yourself with a strong magnet (such as one 
from a loudspeaker) and investigate each of the 
outputs of the op-amps in succession. At the out- 
put of IC2 the line hum (so far only pre-filtered 
and receivable everywhere) should not exceed 
the 50 % overload limit. If the options available 
at K2/S1 are insufficient for this, then the value 
of R3 should be increased. 

As you investigate each successive IC output, 
the 50 Hz (60 Hz) sinewave components should 
become ever weaker. Now set the oscilloscope 
to 1 V/Div and move the magnet to and fro by 
hand at a distance of two meters from the coil, 
once or twice a second. You should now be able 
to observe clear deflections up to the clipping 
limit. It should also be possible to detect a slight 
ripple even without moving the magnet, result- 
ing from ambient signals (unless your home is 
in the middle of a forest). Next adjust PI so that 
the peak values of this ripple amount to no more 
than ±1 V and lie within the optimum range of 
the A-to-D converter. The output signal should 
be free of any offset voltages whatsoever. Also 
the line frequency sinewave oscillations should be 
barely detectable now. At output K3 you should 
now have a pure AC signal for downstream pro- 
cessing by the ADC. 


\ 



Installation and 
operation of the recorder 

Now connect the ELF receiver to the 16-bit Data- 
logger module described in the September 2014 
edition of Elektor [13]. The ADC samples the 
signal with a resolution of 15 bits and a sampling 
rate of around 112 Hz. The article also explains 
how the ADC module can be connected to an 
Arduino Uno, which accepts the digitized data 
using a simple program ( Sketch ) and relays this 
to the PC and the recording software. 

The recorder software is written in the Processing 
programming language [12], which resembles 
C. Curly brackets are used for code blocks; each 
instruction must be closed off with a semicolon. 
The programming environment is very simple: 
just open the Editor and write the source text. 
Then click on the Start button and you're rolling. 
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What is ELF? 


ELF signals are a mysterious and, to some 
degree, myth-ridden subject that amounts in 
reality to nothing more than electromagnet- 
ic waves of extremely low frequency (hence 
ELF) from 3 Hz to 30 Hz. Because commercial 
radio transmissions do not exploit such low 
frequencies, it is naturally fascinating to inves- 
tigate what is going on in this profound realm. 

In residential areas many of the signals de- 
tectable with the receiver described here 
clearly take the form of magnetic waves ra- 
diated by supply transformers at the local 
substation. The sprawling network of metallic 
conductors (ground connections, water and 
gas pipes, etc.) evidently behave like a vast 
underground antenna that gathers up the 
weakest low-frequency alternating currents 
flowing in the ground, wherever they may 
arise from, and transports them to a common 
connection point at the local substation. Here 
(this is merely an assumption) these currents 
are radiated as magnetic fields by the ground- 
ed Petersen Coil (used for ground/earth leak- 
age compensation). 

In addition to these signals, previous consid- 
ered indeterminate, we must note the increas- 
ing level of (mainly daytime-only) "pollution' 
coming from (presumably) commercial and 
communal installations such as inverters, 
frequency changers and switch-mode power 
supplies. With a little patience it is also fea- 
sible to prove the presence of the fascinating 
so-called Schumann Resonances [11] in the 
region around 7.5 Hz along with the 16 2 / 3 
Hz (50 Hz -r 3) 'signature' of traction current 
used by electric trains, which makes an excel- 
lent marker signal for testing and calibrating 
the receiver (in places where traction current 
uses this frequency). Another conceivable ap- 
plication (somewhat frivolous in comparison) 
for the receiver is as a highly sensitive detec- 
tor for (exclusively) moving metallic objects. 
Passing automobiles, for example, can be de- 
tected at distances of up to around 20 meters 
or 60 feet. 

The following shots show examples of some 
varied and interesting 'signal harvests': 



Wow! This signal occurred on one single occasion 
over a night in September 2013. Duration around 
one hour. Recording made with electrodes. Frequency 
range: 0 to 20 Hz. 



A square-wave signal of 1.6 Hz, which arises in 
various locations across all Europe at irregular times. 
Typical characteristics: phases of activity and intervals 
changing regularly. 



Extremely powerful 16 Hz bursts, concentrated at 
particular locations and even audible direct as a deep 
hum in audio amplifiers. 



Sounding like whistling when played back at high 
speed, this sample has reappeared daily for several 
hours at the author's place of residence over the 
years. 
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Figure 8. 

Power section and filter/ 
amplifier should be placed 
as far apart as possible from 
one another. Inductance L4 
is fitted in between them 
(here on the underside of 
the PCB). 



Software installation 

To get a Processing program to run on your com- 
puter, you need to download the necessary soft- 
ware from the Internet onto your machine. 

Go to the Processing website [7] and follow the 
instructions given there. The data downloaded 
can go into any folder you choose on the hard 
disk. Within this data is also a file with the name 
processing.exe. Run this program if you want to 
write Processing software of your own. Numerous 
impressive sample programs not only showcase 
the powerful capability of this language but also 
indicate how you can make the best use of it. 
The Recorder program written in Processing can 
be downloaded from the Elektor website [8] into 
any folder of your choice. 

Important: The Processing program must be 
located in a sub-folder bearing the same name 
as the program itself— but without the '.pde' suf- 
fix. Also all resources required by the program 
(such as .wav files or associated graphics) must 
be kept in this sub-folder. After double-clicking 
on the recorder file (Recorder_ pde) the Pro- 

cessing editor window opens automatically and 
the program code is implemented. 

In the following line you need to replace 'COMB' 
and enter the COM interface of the PC allocated 
by Arduino (see Device Manager in Windows): 

serport = new Seri al (thi s , “COM3”, 115200); 

Then save the program code with File — Save. 
After a (single) click on the arrow at top-left in 
the Editor window, the program begins. The Editor 
window with the source code remains during this 
process on the screen (in the background). Unfor- 
tunately (and not for want of searching count- 
less different sources) I have not managed to 
find a working .exe file for the program. Further 
information about Processing can be found in the 
Editor itself (Help - Reference) and on countless 
other Internet pages. 


Operation 

Operation of the software recorder in the Win- 
dows-style window (Figure 9) is virtually self-ex- 
planatory. The test results are shown in three 
windows on the left-hand side. 

Time signal 

An iteration takes five seconds. After the program 
starts a signal is always visible here, even if it is 
not being recorded— and after recording stops. 

FFT vs. Time 

Every x seconds (x depending on the value set 
when downsampling) a new line is plotted— even 
if no recoding is being made— and after record- 
ing stops. 

Supervisory signal 

After each iteration of 5 seconds, the highest 
amplitude of this time segment is indicated in 
the upper window. 

The parameters for measurement and display 
are set on the right-hand side of the recorder: 

Recording time 

Length of the recording. 

Downsampling 

Zoom in the Y direction in order to see the lower 
frequencies better. Relates only to the FFT dis- 
played and not to the recording. 

FFT brightness 

Renders the FFT displayed brighter or darker. 
Relates only to the FFT displayed and not to the 
recording. 

FFT scrolling 

Pages forwards and backwards through the 
analysis data displayed. Valid only for the data 
recorded during the current recording phase still 
held in RAM. FFT data is not stored on the hard 
disk. 

Mouse position 

Mouse position coordinates and number of but- 
tons clicked. Very important if you wish to work 
on the program yourself. 

Recording 

Left-hand button 

Normal method of starting a recording of a dura- 
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tion enter above, automatic saving at the end of 
the set time and regular saving intermediately. 
Show bright red during recording. 

Note that the names of files saved automatically 
contain the start time and the intended stop time 
(for example 18:20, if the recording began at 
12:20 and was set to record for six hours). 

If the recording is cancelled ahead of time, you 
will find the previously saved data under file name 
planned at the outset (2014_07_02_1220_1820). 
The file can nevertheless contain just nulls rather 
than data from a particular point in the record- 
ing, according to the moment of premature can- 
cellation. This is because in this programming 
language it is possible to save only complete 
Arrays and not, as is otherwise normal, only the 
section occupied with data. For this reason files 
always retain their full size, even if cancelled 
prematurely. 

Center button 

For intentional buffering. This has the same valid- 
ity for the filename as with automatic saving. 
Pressing this button makes it possible to observe 
the data recorded up to the current time in an 
analyzer. 

Right-hand button 

This button cancels the recording and saves the 
data recorded so far to disk. Note that in this 



case, the stop time specified in the file name is Figure 9. 
the clock time valid at the actual time of cancella- Graphical interface of the 
tion. Pressing this button produces an additional recorder software, 
file afterwards. 

Data output window 

at lower right-hand edge of screen: 

After starting, the time remaining until the time 
when the recording will end is displayed here 
automatically, based on the record duration set. 

At the very bottom is the file name, which is also 
retained during buffering. 

( 140035 ) 


Web Links 

[1] Online ELF blog: www.vlf.it 

[2] https://en.wikipedia.org/wiki/Sallen%E2%80%93Key_topology 

[3] Coiled wire: http://www.jameco.eom/l/l/379-30pe-awg-plain-enamel-magnet-wire-l-4-lb-825-ft.html [USA], 
http://www.scientificwire.com/acatalog/Solderable_Enamelled_Copper_Wire.html Ref: SX0250s-D200 [UK]. 
Alternatively just look on eBay. 

[4] Input transformer: http://www.jensen-transformers.com/ln_in.html 

[5] http://blackboard.serverpool.org/ 

[6] www. elektor-labs.com/project/arduino- 16-bit-low-frequency-datalogger- 130485-i-140035-i.l3703.html 

[7] http://processing.org/ 

[8] www.elektor-magazine.com/140035 

[9] https://groups.yahoo.com/neo/groups/VLF_Group/info 

[10] http://naturalradiolab.com/ 

[11] http://en.wikipedia.org/wiki/Schumann_resonances 

[12] http ://en. Wikipedia. org/wiki/Processing_(programming_language) 

[13] www.elektor-magazine.com/130485 
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PWM Control 
for LED Flashlight 


By 

Pascal Rondane 

(France) 



This circuit was designed 
for use with an LED flashlight 
of the sort used by pedestrians, in 
particular those walking at night time. 

Once your eyes have become accustomed 
to the darkness, the brightness of the lamp at 
full power is too great and can actually impede your 
vision. And of course there are other applications where it 
is useful to run an LED at reduced power. 


anti-dazzle dimmer 


As its name suggests, the main function of this 
unit is to reduce the brightness of an LED at the 
user's command. An additional function is also 
provided: the LED can be flashed at full intensity, 
which can come in handy for example when you 
are walking at night, see an oncoming vehicle, 
and wish to alert the driver to your presence. 
The circuit is based around a microcontroller 
which performs two tasks in parallel. First, it 
generates a PWM (pulsewidth modulation) signal 


Features 


• Supply voltage: 5 V to 15 V 

• Current consumption: 3.9 mA 
(not including LED D2) 

• Maximum output current: 1 A 

• Battery state thresholds (adjustable) 

- Battery charged: 7 V 

- Battery low: 6 V 

- Battery flat (flashlight off): 5.4 V 


to control the brightness of the LED according to 
which of the two modes is in force (steady light 
with reduced intensity or full-intensity flashing); 
and second, it monitors and displays the level of 
charge in the battery. 

The PWM technique employed here to obtain a 
range of different brightness levels is convenient 
for use when modifying an existing flashlight, 
as well as being applicable more generally to 
LED lighting circuits powered from batteries. The 
dimmer circuit as it stands is designed for a bat- 
tery voltage of 7.2 V but the regulator chosen is 
capable of accepting voltages up to 14 V or 15 V. 

The omnipotent microcontroller 

The dimmer circuit (see Figure 1) is controlled 
by an 8-pin ATtiny45 microcontroller (IC1), which 
is in-system programmable. 

The brightness of the flashlight's LED (shown 
on the right of the schematic inside the green 
dashed box) is controlled by the user by means 
of center-off momentary changeover switch S2. 
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Because the number of pins available on the 
ATtiny45 is so limited the state of the two con- 
trols on the dimmer unit is read using a sin- 
gle analog-to-digital converter input (pin 2) on 
the microcontroller. The voltage on this pin is 
obtained from the potential divider formed by Rl, 
R3, R4 and R6, which are connected to switch 
S2 and pushbutton SI via K5. When the user 
operates one of these controls, some of the resis- 
tors in the lower part of the potential divider are 
short-circuited, affecting the voltage on pin 1 
of K5. From this voltage the microcontroller can 
determine which control was pressed and carry 
out the appropriate action: increasing or decreas- 
ing the brightness of the LED in the case of S2, 
or switching from steady mode to full-brightness 
flashing mode in the case of SI. The threshold 
voltages are as follows: 

• 2.8 V: SI and S2 both open 

• 2.5 V: increase brightness ('UP') 

• 1.5 V: decrease brightness ('DOWN') 

• 0 V: flash 


Connectors 


• Kl: power 

• K2: in-system programming for the 
microcontroller 

• K3: connection to the LED chain in the 
(modified) flashlight 

• K4: battery charge status indicator 

• K5: SI and S2 


The PWM output is also under software control. 
The corresponding pin on the microcontroller 
(pin 5) drives the LED chain in the flashlight via 
power MOSFET Tl. 

In order to avoid dazzling the user when the cir- 
cuit is powered up, the circuit always starts with 
the LEDs at half brightness. 

R7 and R9 form a further potential divider con- 
nected across the battery supply. The center tap 
of the divider is connected to an A/D input of the 
microcontroller (pin 3), allowing it to monitor 
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Figure 2. 

The printed circuit board is 
compact enough to fit inside 
a cylindrical-style flashlight. 
Nevertheless the surface 
mount components are 
sufficiently well spaced to 
allow manual soldering. 


Component List 

Resistors 

Default: SMD1206, 1%, .25W 

Rl, R9 = 12kft 

R2, R5 = 220ft 

R3 = lOkft 

R4 = 27kft 

R6 = 36kft 

R7 = 51kft 

R8 = 100ft 



Capacitors 

Default: SMD1206 
Cl = lOnF* 

C2, C6 = lOOnF 
C3 = lOnF 

C4, C5 = lOpF 63V radial 

Semiconductors 

IC1 = ATtiny45-20SU (SOIC8) 
IC2 = AP1117E33G-13 SOT-223) 
D1 = BAS70* (SOT-23) 


T1 = IRLL2705PBF (SOT-23) 

Divers : 

K1,K3 = 2-pin pinheader 
K2 = 6-pin (2x3) pinheader 
K4 = 3-pin pinheader 
K5 = 4-pin pinheader 

51 = pushbutton 

52 = switch, on-off-on, center detent 
PCB # 140019 

*see text 


Extract from the source 
code. The section shown 
deals with monitoring the 
battery status. 


' ##################################################### 

'# Battery voltage test (Voltage hysteresis = OV) 

' ##################################################### 

Select Case Etat_led 'Voltage hysteresis = OV 

Case 1 : 'Operating voltage => OK 

Tension_batt = Tensi on_batt_basse - Tension_hysteresi s ' 6V-0V = 6.0V 
If Adcval < Tension_batt Then 'ADC measurement and switching to low battery mode 
Etat_led = 2 

End If 

Case 2 : 'Low battery 

Tension_batt = Tensi on_batt_dechargee - Tension_hysteresi s ' 5 , 5V-0V = 5.5V 
If Adcval < Tension_batt Then 'ADC measurement and go to discharged battery 
' mode - cut the load 
Etat_led = 3 
End If 

Tension_batt = Tensi on_batt_chargee + Tension_hysteresi s 
If Adcval >= Tension_batt Then 
Etat_led = 1 

End If 

Case 3 : 'If low battery/ cutoff LED 

Tension_batt = Tensi on_batt_chargee + Tension_hysteresi s '7,2V + OV = 7.2V 
If Adcval => Tension_batt Then ' ADC measurement and return 
' "OK mode "if battery is charged 
Etat_led = 1 
End If 

End Select 
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continuously the state of charge of the battery. 
This state is indicated using D2 as follows: 

• green = battery charged; 

• orange = battery low; 

• red = battery almost flat. 

It is not good for the battery to continue to dis- 
charge it when it is almost flat, and so in this last 
case the microcontroller turns off all the LEDs in 
the flashlight. The LEDs automatically light again 
when the supply voltage increases sufficiently. 
If the battery supply is at 8 V then 1.5 V will 
appear on pin 3 of IC1 and D2 will glow green. 
If the supply falls to 6 V then the microcontrol- 
ler will measure 1.14 V and D2 will glow orange. 
At 5.4 V, with a measured voltage of just 1.0 V, 
the LED glows red and the flashlight turns off. 
When designing the circuit, care was taken to min- 
imize its power consumption: it would be rather 
a pity to throw power away needlessly in a LED 
dimmer! It is for this reason that the battery level 
indicator LED flashes in all three of its states. 
Schottky diode Dl, type BAS70 or equivalent, 
protects input PB4 from possible excess voltage. 
Capacitor Cl (10 nF) serves to debounce switch 
S2. Should your switch be of a particularly inde- 
cisive nature you may find that this is not suffi- 
cient and hence that the dimming action is not 
smooth: before replacing the switch, try increas- 
ing the value of Cl, say to 100 nF, and see if that 
solves the problem. 

A type AP1117 voltage regulator provides power 
for the circuit at 3.3 V. Although the LED chain 
operates at a rather higher voltage (typically 
7.2 V) the microcontroller is isolated from its 
supply by the MOSFET that switches its power. 

Software 

The program [1] was written using BASCOM-AVR. 
It is easy to modify the code, and only the demon- 
stration version of the compiler is needed. Having 
set up variables with the thresholds for the various 
battery states, we initialize Timero, which han- 
dles PWM signal generation, and Timerl, which is 
responsible for the flashing of the battery status 
indicator LED. The code spends most of its time 
waiting for a command from the user. Further 
down the code are the routines for indicating the 
charge status of the battery and for applying the 
thresholds to the A/D converter results to deter- 
mine the state of the switch and pushbutton. 

In 'flash' mode (when SI is pressed) the LEDs 
are driven using the maximum possible pulse 
width. A brief time-out filters out any contact 


bounce that might lead to unexpected operation. 
The comments provided in the listing should help 
guide you if you decide to make any changes 
to it. For example, you may wish to increase 
the speed at which the brightness increases or 
decreases. This can be done by reducing the 
value of the variable Pas or by changing the PWM 
period from the value provided. The unit can be 
made to respond more quickly to SI by reducing 
the debounce timeout in variable Tempo_bp_on_ 
value. Finally, you might want to alter the initial 
PWM value (and hence brightness at switch-on) 
from the default (Pwm = 100). 

Construction 

The printed circuit board design is shown in Fig- 
ure 2. The compact layout is achieved using 
surface-mount components, and this allows the 
board to be fitted easily into a cylindrical-style 
flashlight. However, we did encounter some unex- 
pected problems with certain models where the 
transparent tube was so firmly glued to the other 
parts that it proved impossible to separate them 
without damage. 

Once the flashlight is disassembled the only elec- 
trical modification to be made is to disconnect the 
common ground connection of the LED chains 
(which are often arranged as thirty series pairs 
all wired in parallel). The red cross in the circuit 
diagram (Figure 1) shows where the connection 
is broken. A wire must be soldered at this point 
connecting the bottom of the LED chain (or chains, 
as the case may be) to the terminal on K3 which 
in turn connects to Tl. Two further wires connect 
the flashlight's ground connection and the positive 
battery terminal to Kl. Then all that remains to 
be done is to make two holes in the flashlight's 
body where SI and S2 can be mounted. 

( 140019 ) 

Internet Link 

[1] www.elektor-magazine.com/140019 



Figure 3. 

If luck is on your side you 
will find a flashlight model 
like this one that can easily 
be disassembled and then 
reassembled with the 
dimmer circuit inside. 
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Temperature Sensor 

Board with RS-485 interface 


Design: 

Andre Goldberg, 
Mauk van der Laan 

and 

Ton Giesberts 
Text: Jens Nickel 



Temperature sensors are needed in many automation applications, and the RS- 
485 interface allows reliable communication of data even over long distances. Our 
compact temperature sensor board is equipped with an ATtiny microcontroller 
and an RS-485 driver, and it is possible to connect several sensors in parallel to 
one board. In addition we present some example firmware which communicates 
temperature readings using the ElektorBus protocol, and software to display the 
results on a PC provides the finishing touch. 


Our series of articles on the ElektorBus in 2011 
generated a lot of interest among readers. We 
received hundreds of e-mails containing useful 
hints and tips or describing homebrew projects 
using the bus. One notable fan of the Elektor- 
Bus is Andre Goldberg, who built an ambient 
temperature measurement and control system. 
An important aspect of the project is the use 
of ElektorBus nodes with temperature sensors, 
which transmit readings to his PC. 

Part of the appeal of the ElektorBus protocol 
is its simplicity. For example, each message is 
exactly 16 bytes long. The payload from a sen- 
sor board can carry four integer readings (in the 
range -1023 to +1023) to a central control unit: 
these might represent the outputs of four con- 
nected temperature sensors. A message going in 
the opposite direction can, for example, instruct 


the sensor unit whether to report temperatures 
in Celsius or Fahrenheit, or specify the interval 
between consecutive readings. The ElektorBus 
protocol provides commands for all of the above, 
see [1]. 

An RS-485 interface is used for communication. In 
half-duplex mode this requires two signal wires, 
and a separate ground must also be provided 
(see [2]). RS-485 is in theory highly immune to 
interference, and at the data rate used on the 
ElektorBus (9600 baud) communication over dis- 
tances in excess of 30 m is possible. 

Mini bus nodes 

We have previously published circuit designs and 
printed circuit boards for ElektorBus nodes [3] [4]. 
However, for many applications these boards are 
physically too large. Andre Goldberg gave some 
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thought to the question of how small the a bus 
node board could be made: the design that he 
delivered to our labs measures just 18 mm by 
26 mm. It includes an ATtiny microcontroller in 
an SMD package, which offers six GPIO pins. The 
RS-485 driver is of course also an SMD device. 
Solder pads are provided to connect the bus lines, 
and likewise the in-system programming pins of 
the microcontroller and two GPIOs are also only 
brought out to solder pads, all in the interests 
of saving space. The external oscillator was also 
dispensed with, and the temperature sensor is a 
DS18S20 one-wire device. This consumes only 
one GPIO pin on the microcontroller as it uses 
a special asynchronous protocol for communi- 
cation that removes the need for a clock signal 
to accompany the data signal. The data signal 
even provides power to the sensor: see the data- 
sheet [5] for more details. Furthermore, several 
one-wire sensors can be connected to a single 
pin on the microcontroller: each sensor includes 
a preprogrammed unique 64-bit ID code, and 
the microcontroller can use the ID to address a 
particular sensor and receive a reading from it. 
The DS18S20 outputs 9-bit readings with a res- 
olution of 0.5 °C. 

Challenges ahead 

The proposed hardware design creates several 
challenges on the software side. 


• The ATtiny45 has no hardware UART that 
can be used to drive the RS-485 interface 
IC. This means that the UART (both transmit 
and receive parts) needs to be implemented 
in software. An advantage is that the two 
GPIO pins used can be chosen arbitrarily. 

• A library is needed to read the one-wire 
sensor devices, using one further GPIO pin. 
Since we may have several sensors con- 
nected to the same pin, the microcontroller 
will also have to store the IDs of the individ- 
ual devices so that the results can be output 
in the correct order. 

• The ATtiny does not have enough program 
memory to contain the whole ElektorBus 
protocol library that we have described pre- 
viously [6] [7] . The required parts of the pro- 
tocol will need to be reimplemented by hand. 

Andre Goldberg decided to take advantage of 
two open source libraries, one for the software 
UART and one for the one-wire bus. During the 
configuration process the addresses of the indi- 
vidual sensor devices are read out and stored in 
the microcontroller's EEPROM. The readings from 
the four sensors are multiplied by ten so that the 
temperatures in Celsius with a resolution of 0.1 °C 
are represented as integers in accordance with 


Component List 

Resistors (0805) 

R1 = 2.2kft 
R2,R3 = 4.7kft 
R4 = 120ft 
R5,R6 = lkft 

Capacitors 

C1,C2,C4 = lOOnF 25V, 10%, X7R, SMD 0805 

C3 = 10pF 25V, 10%, X5R, SMD 0805 

C5 = lOOpF 16V, 20%, tantalum, SMD Case F 

Semiconductors 

D1 = PMEG2010AEH 
D2 = LED, yellow, SMD 0805 
D3 = LED, green, SMD 0805 
IC1 = ATtiny85-20SU, SMD SO-8S2 
IC2 = LT1785, SMD SO-8 

IC3 = 8MHz quartz oscillator, 5x7mm, SMD (LF SPX0019079) 
IC4 = 78L05 

Miscellaneous 

K1,K4 =2-pin pinheader, 0.1 inch pitch, right angled 
K2 = 6-pin (2x3) pinheader or boxheader, 0.1 inch pitch 
K3 = 3-way PCB screw terminal block, 0.2 inch pitch 
PCB ref. 130468-1 v2.0 




Figure 1. 

The single-sided circuit 
board measures just 1.14 
by 1.25 inch (29 mm by 
32 mm). The headers are 
mounted on the underside. 
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the ElektorBus protocol. The remaining bytes in 
the ElektorBus protocol packet are 'manually' 
assembled into the code. 


The circuit 

In the Elektor Labs old hand Ton Giesberts imme- 
diately set about thinking how to 'Elektorize' the 
board. We decided to allow for the possibility of 
soldering in header pins or screw terminals for 
all the connections if desired, and we added a 
crystal oscillator for more reliable communication: 
this is particularly important if the circuit is to 
be subject to extreme variations in temperature. 
Nevertheless Ton managed to keep the board 
small: the final design measures about 31 mm 
by 32 mm (see Figure 1) [8]. The board is dou- 
ble-sided, with the ElektorBus screw terminals, 
the two-by-three programming header and the 
two two-pin headers for the power supply and 
for connecting the one-wire sensors located on 
the back of the board. The SMD components can 
be soldered by hand. 


Figure 2. 

The circuit centers around 
the ATtiny85. Only one 
pin (PB2) is needed by 
the software UART as 
transmission and reception 
never occur simultaneously. 


Our freelance colleague Mauk van der Laan found 
a significant improvement that could be made to 
the circuit. Instead of using two of the six GPIO 
pins for the transmit and receive connections for 
the software UART, we use only one pin, switching 
its function between input and output as needed. 
Because communication on the RS-485 bus is 
half duplex, a node never needs to speak and lis- 
ten simultaneously; collisions between messages 
have to be avoided. The advantage of saving a 



GPIO pin is that we can use it to drive an LED to 
indicate the status of the node. 

The circuit diagram is shown in Figure 2. The 
central component is the ATtiny85 [9], which has 
more flash memory than the ATtiny45. All six port 
pins are used, in some cases for more than one 
purpose. The one-wire temperature sensors are 
connected to PB4 via header Kl. PB3 is driven 
by the SMD crystal oscillator module. The SPI 
interface on PBO, PB1 and PB2 and the reset pin 
PB5 form the ISP interface that allows code to be 
loaded into the AVR microcontroller. In normal 
operation PBO drives the status LED. 

The level on PB1 determines whether the RS-485 
transceiver is in 'transmit' mode (PB1 high) or 
'receive' mode (PB1 low). PB2 is the pin which, 
as described above, carries the UART data being 
transmitted or received. 

The RS-485 signals are connected to K3. The 
120-ft termination resistor can be fitted or omit- 
ted as required. 

Configuration 

We provide standard firmware to run in the 
ATtiny85: it is of course open source and is avail- 
able for free download at [8]. Mauk van der Laan 
has incorporated in the code a software UART 
library, a one-wire interface library (modified 
from an Arduino library) and a small ElektorBus 
interface. The whole thing is controlled by a kind 
of operating system that provides rudimentary 
multitasking (see the text box for more details). 
More advanced users will find studying the com- 
mented C++ code very rewarding. 

Up to four DS18S20 temperature sensors can be 
connected in parallel to Kl. In this configuration 
the datasheet instructs us to tie the VDD pin of 
each device to ground so that each sensor derives 
its power from the data line. The software uses 
an area of EEPROM ('slot one' to 'slot four') in 
the ATtiny to store the IDs of the temperature 
sensors. When power is applied to the node the 
microcontroller extracts the ID from each sensor 
over the one-wire bus. It then compares them 
with the stored IDs. If a stored ID is not found 
on the bus, then that ID is deleted and the stor- 
age slot becomes free. If an ID is seen on the 
bus that does not match a stored ID, it is stored 
in the first free storage slot. 

It is now clear how we configure the system. First 
attach just one one-wire sensor and apply power 
to the board. The ID of this sensor will be stored 
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in the first storage slot. It is a good idea to label 
this first sensor '0' (assuming that programming 
in C has taught you to count from zero; if you 
are a BASIC programmer you may prefer to label 
it '1'!). Then disconnect the power supply, add 
the second sensor in parallel at K1 and power 
the board up again. This will store the ID of the 
second sensor in the second slot. Repeat the 
process for the third and fourth sensors. 

The progress of the configuration process is neatly 
indicated by the status LED. When the software 
starts running the LED blinks rapidly. It then 
flashes four times, each flash being either short or 
long. A short flash corresponds to an unused stor- 
age slot, a long flash to a recognized ID address. 
If it is desired to remove a temperature sensor 
(even if its storage slot is not known) the sys- 
tem can simply be powered down, the sensor 
disconnected, and the system powered up again. 
The corresponding slot will be freed. The process 
described above can then be repeated to add a 
new sensor. 



ElektorBus interface 

The four temperature sensors correspond to four 
'subnodes'. Our standard firmware periodically 
sends the four temperature readings packed into 
a single ElektorBus message, taking advantage 
of the 'channels' within the message payload. 
Each channel can carry a value from -1023 to 
+ 1023 [1], and each channel occupies two bytes 
within the message payload. The four channels 
occupy bytes 6 to 13 of the payload, counting 
from zero. The transmitter address in bytes 4 


Figure 3. 

Structure of a message to 
set the interval between 
readings on the temperature 
sensor board (only bytes 
six to nine shown). 

'Interval scale' is 9, which 
is the code for tenths of a 
second. The 'channel' bits 
in principle could allow 
different intervals to be set 
for different temperature 
sensors, but they are 
not used in the standard 
firmware. 
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Figure 4. 

The sensor board sends its 
readings to the PC over the 
RS-485 bus. 


and 5 is fixed at '5' in our node. Bytes 2 and 3 
contain the receiver address, fixed in our stan- 
dard firmware at '10'. Bytes 14 and 15 (check- 
sum/CRC) are not used. 

The standard firmware is designed for one-to-one 
communication rather than for use with a num- 



ber of sensor boards on a single bus. In so-called 
'direct mode' collisions are avoided very simply 
by having a fixed pattern of transmissions. The 
sensor node sends the temperature readings at 
specified intervals to the 'master' (normally the 
control software running on a PC). If the master 
wants to send a command to the sensor node it 
waits until it receives a message containing tem- 
perature readings and then sends its message 
in the pause immediately thereafter. At the nor- 
mal bus speed of 9600 baud a message repeat 
interval of under 100 ms is possible; however, 
the conversion time of the sensor devices is con- 
siderably longer than this (it can be as high as 
750 ms) and so a message repeat interval of a 
few seconds is a better choice. 

Mauk's firmware sends temperature readings (in 
Celsius, multiplied by ten) from all of the sen- 
sors it has identified at a default interval of 1 s. 
The node also listens for commands to change 
the interval, the other possibilities being 5 s and 
500 ms (see Figure 3). The units used for the 
temperature values can also be changed to Fahr- 
enheit and back to Celsius. When the sensor 


Multitasking on the ATtiny 


The standard firmware was written by Mauk van der Laan, a 
freelance software and electronics developer. Mauk's software 
is modular and includes a specially-designed operating 
system based on state machines to ensure the correct timing 
of the execution of tasks: see below. 

The file 'Onewire.h' contains the one-wire interface library. 
'OneWireTask.cpp/.h' is the state machine that is responsible 
for detecting the devices' IDs and for reading temperature 
values from them. 

The software UART driver 'ElektorBusSwlw.cpp/.h' which is 
used for half-duplex RS-485 communication is derived from 
an open-source RS-232 library. The ElektorBus interface 
'ElektorBus.cpp/.h' can, however, also work with a hardware 
UART. The line 

#def i ne ELEKT0RBUS_DRIVER_ INCLUDE 
“ElektorBusSwlw. h” 

in the file 'config.h' causes 'ElektorBus. cpp' in the 
standard firmware to access the software UART library. 
'ElektorBusTask.cpp/.h' is the state machine that controls the 
bus interface. 


The operating system offers so-called 'cooperative 
multitasking'. In contrast to preemptive multitasking a task 
is never interrupted by another: instead, it yields control 
voluntarily to the scheduler when it is ready. This means 
that no interlock mechanism is needed to prevent a task 
being paused at an inappropriate point. Also, unlike more 
heavyweight embedded operating systems such as FreeRTOS, 
the tasks do not have their own stacks. Each task just has a 
single state variable, and so memory usage is minimal: the 
operating system can run on an ATtiny with just 8 Kbyte of 
flash memory and 2 Kbyte of RAM. 

The individual tasks are implemented using state machines. 
The entire code for each task is expressed in a switch-case 
block: depending on the value of the state variable a different 
section of the code will be executed. When its actions are 
complete, the task calls the method nextState() which 
returns control to the main task (also called the 'runtime'). 
Alternatively the task can call nextDelay() with an argument 
specifying a delay in milliseconds. This constitutes a request 
not to call the task again until the specified time has elapsed. 

The scheduler in the runtime maintains a list of running 
tasks, each of which is derived from the 'Task' class. The 
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node receives a command message of this type, 
the next regular message it transmits will con- 
firmation of its current units and scaling (and a 
message containing temperature readings will be 
lost). Subsequent messages will contain read- 
ings as normal. Since the reading in Fahrenheit 
can easily exceed 102, the sensor automatically 
switches from a scaling value of -1 (tenths of a 
degree) to 0 (whole degrees) when a command 
to use Fahrenheit units is received. 

PC software 

An ordinary terminal emulator program is suffi- 
cient for an initial test, at least to check that the 
board is indeed outputting readings at one-sec- 
ond intervals. We have also written some cus- 
tom demonstration software for the PC. The user 
interface is as usual written in FITML and JavaS- 
cript. The software download [8] contains the 
software ElektorBusBrowser.exe and the folder 
UIBus, which should be dragged to your desktop. 

The sensor board is connected using its RS-485 
interface and the Elektor RS-485-to-USB con- 
verter [3], whose USB port is plugged into the PC 


(Figure 4). On launching the ElektorBusBrowser 
you must set the number of the COM port that is 
allocated to the RS-485-to-USB converter at the 
top of the screen, and then click on the 'Connect' 
button. If the sensor node is running and cor- 
rectly configured the readings should now appear 
on the screen. Commands can also be sent to 


Figure 5. 

The user interface on the 
PC is as usual based on 
HTML. Using the interface 
it is possible to adjust the 
measurement interval and 
the temperature units used. 



scheduler calls the execute() method of each task in turn 
(unless it has requested a delay which has not yet expired). 
Each task should run for just a short time (perhaps a few 
hundred cycles) to maintain the illusion of full multitasking. 

The following example code shows a task that flashes an LED. 

class BlinkTask : public UserTask { 

enum States {Idle, BlinkingOn, Bli nki ngOf f } ; 
publi c : 

void startQ { 

nextState (Bli nki ngOn) ; 

} 

voi d stop ( ) { 
nextState (Idle) ; 

} 

private : 

void turnOnQ; 
void turnOffQ; 


virtual void executeQ; 

virtual byte getTaskldQ { return BLINKTASK_ID ; } 

}; 

void BlinkTask: :execute() { 
switch (state) { 

case BlinkingOn: // turn the LED on and wait 

500 ms 

turnOn ( ) ; 

nextDelay (Bli nki ngOf f , 500); 
return ; 

case BlinkingOff: // turn the LED off and wait 

500 ms 

turnOff () ; 

nextDelay (Bli nki ngOn , 500); 
return ; 

default: // invalid state: give up 

pani c (1) ; 

} 

} 
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Figure 6. 

Simulation using an 
Arduino Uno and the Elektor 
extension shield. This node 
behaves exactly like the 
temperature sensor board 
on the ElektorBus. 



the node, but it is necessary to tick the 'Direct 
Mode' check box first. 

The user interface is straightforward and should 
be self-explanatory (Figure 5). The labels '°C' 
and '°F' next to the temperature values only 
change when a message is received from the sen- 
sor node confirming the receipt of a command to 
change units. The change in scaling factor is also 
taken into account. To take a look at the HTML 
and JavaScript code, click on the 'Source' button. 

If you also have the Andropod Android bridge 
board, you can couple the temperature sensor 
board with an Android smartphone or tablet [10]. 


The HTML and JavaScript user interface works 
equally well in the ElektorBusBrowserForAndro- 
pod, which can be downloaded for free from Goo- 
gle Play. 

Simulation 

Since the standard firmware for the board was 
not available at the time we were writing the 
PC control software, we simulated a tempera- 
ture sensor node using an Arduino Uno board 
fitted with an Elektor extension shield [11] and 
an RS-485 module [12] (see Figure 6). The sim- 
ulated temperature values are generated using 
a potentiometer and are shown on the display in 
tenths of a degree Celsius. The Arduino Uno sends 
the simulated value to the PC in channel 0, and 
of course this happens at fixed intervals. It also 
responds to control commands issued by the PC 
in exactly the same way as the standard firmware 
running on a real sensor node. The source code 
for the ATmega328 is also available for down- 
load [8]: it is based on the EFL [7] and uses the 
ElektorBus library. The 'Hardware' directory of 
the Atmel Studio project contains the code files 
for the Arduino Uno, the Elektor extension shield 
and the RS-485 ECC module. These make the 
higher layers of the software independent of the 
hardware and they are in turn independent of one 
another. Further software for the new shield will 
be presented in our next issue. 

Of course the standard firmware and the Elek- 
torBus protocol are not set in stone: you are free 
to write your own software and design your own 
protocols. Different sensors, switches and even 
actuators can be connected to Kl: port pin PB4 
can easily be used to generate digital signals or 
to measure voltages. If you do some up with a 
new use for the board, please drop us an e-mail 
to let us know or tell us at www.elektor-labs.com. 

( 130468 ) 


Web Links 

[1] www.elektor-magazine.com/elektorbus 

[2] www. elektor-magazine. com/1 10225 

[3] www. elektor-magazine. com/1 10258 

[4] www. elektor-magazine. com/1 10727 

[5] http://datasheets.maximintegrated.com/en/ds/DS18S20.pdf 

[6] www. elektor-magazine. com/120582 


[7] www. elektor-magazine. com/1 20668 

[8] www. elektor-magazine. com/1 30468 

[9] www.atmel.com/images/atmel-2586-avr-8-bit-microcon- 
troller-attiny25-attiny45-attiny85_datasheet.pdf 

[10] www. elektor-magazine. com/1 10405 

[11] www. elektor-magazine. com/140009 

[12] www. elektor-magazine. com/1 301 55 


26 October 2014 www.elektor-magazine.com 




An EIM Promotion# 


Get Started with 

Advanced Control 
Robotics 


I met Hanno Sander in 2008 at the Embedded 
Systems Conference in San Jose, CA. At the time, 
Sander was at Parallax's booth demonstrating a 
Propeller-based, two-wheeled balancing robot. 
When I saw his interesting balance bot design 
and his engaging way of explaining design to 
interested engineers, I knew that Sander would 
be an excellent resource for future Circuit Cel- 
lar content. I was right. Several months after 
the conference, we published an article he wrote 
about the balancing robot project in the March 
2009 edition of Circuit Cellar. Today, Sander runs 
OneRobot with the aim of "building high-qual- 
ity, affordable products by pushing off-the-shelf 
components to their limits." 


ory and presented handy code 
samples, essential schematics, 
and valuable design tips (from 
construction to debugging). 


The future is now 

When it comes to robotics, the future is now. • 
With the ever-increasing demand for robotics 
applications— from home control systems to ani- 
matronic toys to unmanned planet rovers— it's an • 
exciting time to be a roboticist, whether you're 
a weekend DIYer, a computer science student, • 
or a professional engineer. 

It doesn't matter whether you're building a line-fol- 
lowing robot toy or tasked with designing a mobile • 
system for an extraterrestrial exploratory mission: • 
the more you know about advanced robotics technol- 
ogies, the more you'll succeed at your workbench. • 
Advanced Control Robotics is intended to help 
roboticists of various skill levels take their designs to • 
the next level with microcontrollers and the know- 
how to implement them effectively. • 



repeal 

prim laid - 


Hannq Sander 


STart tas>k 
repeal 
Start (ask 


syrrc 


Learn then design 

The principles described and 
topics presented in Advanced 
Control Robotics are immedi- 
ately applicable. With the book 
at your side, you'll be innovat- 
ing in no time. Sander covers: 

• Control Robotics: robot 
actions, servos, and stepper 
motors 

Embedded Technology: microcontrollers and 
peripherals 

Programming Languages: machine level 
(Assembly), low level (C/BASIC/Spin), and 
human (12Blocks) 

Control Structures: functions, state 
machines, multiprocessors, and events 
Visual Debugging: LED/speaker/gauges, 
PC-based development environments, and 
test instruments 

Output: sounds and synthesized speech 
Sensors: compass, encoder, tilt, proximity, 
artificial markers, and audio 
Control Loop Algorithms: digital control, PID, 
and fuzzy logic 

Communication Technologies: infrared, 
sound, and XML-RPC over HTTP 
Projects: line following with vision and pat- 
tern tracking 


By CJ Abate 

(Content Director, EIM) 


Theory & best practices 

Advanced Control Robotics simplifies the theory 
and best practices of advanced robot technolo- 
gies. You're taught basic embedded design the- 


Are you ready to start learning 
and innovating? Order your copy of 
Advanced Control Robotics today! 


Title: Advanced Control Robotics 
Author: Hanno Sander Pages: 160 

Publisher: Elektor International Media - ISBN: 978-0-96301-333-0 - Year: 2014 
Purchase: www.elektor.com/advanced-control-robotics 


advertorial 


www.elektor-magazine.com | October 2014 | 27 



•Projects 


Dot Display Driver 


By Clemens Valens 

(Elektor Labs) 


There are situations when it is useful to scale the dynamic range of a signal down 
to a few coarse sub ranges. As an example you can think of an indicator that 

does not show the exact speed of a motor, but only a few values 

like Off, Slow, Medium, Fast and Too Fast. Such 

signals can easily be obtained by 
averaging (i.e. low-pass filter- 
ing) amplitudes, frequencies or 
pulsewidths of signals produced 
somewhere in the system that 
you want to keep an eye on. 



Several solu- 
tions to this design chal- 
lenge exist, like the ever popular 
LM3914 (also available as NTE1549, and its 
siblings LM3915 and LM3916) with its convenient 
moving dot mode, or a microcontroller with an 
analog input. The LM3914 is easy to use but it 
does not offer much control over the way the 
input signal is quantized. A microcontroller gives 
you all the flexibility you can wish for, but it 
requires programming. The circuit presented here 
allows full control of how the input signal is quan- 
tized but it does not require any programming 
apart from calculating a few resistor values. 

The circuit is straightforward. A multi-output volt- 
age divider is dimensioned to cover all the ranges 
that matter. Each voltage divider output is com- 
pared to the input signal; when the latter exceeds 
the former, the corresponding comparator out- 
put swings High. This is all standard stuff, but 
not good enough, since when the input exceeds 
a certain level, all the comparators below this 
level will go High instead of just the last one. Our 
goal is to have only one active output for each 
level, not several. To paraphrase the LM3914's 
datasheet, our circuit must be in 'dot' mod, not 
'bar graph' mode. 

Adding (moving) dot mode can be achieved 
by making the higher level comparators con- 
trol the comparators below them in some way, 


for instance by forcing their outputs Low or 
by disabling them. In this circuit every com- 
parator controls the output of the comparator 
directly below it with a PNP transistor. So how 
does this work? 

When two consecutive comparator outputs are 
Low, the base and emitter of the transistor 
between them will both see the same voltage. 
Consequently the transistor will switch off and so 
will be the LED driven by it. When the lower com- 
parator output goes High while the upper stays 
Low, the transistor is switched on because its 
emitter voltage will be high enough with respect 
to its base voltage, hence the corresponding LED 
will light up. If now the upper comparator output 
becomes High too, the base and emitter voltages 
are again the same, causing the transistor to 
block and the LED go out. In short, an LED can 
only shine if the comparator output straight above 
it is Low while the comparator output straight 
below it is High. This assures that only one LED 
at a time can be on: the circuit is in dot mode. 

There is a subtlety to this circuit that you have 
to be aware of. It lurks in the comparator out- 
put or, to be more precise, in its impedance. My 
experiments involved a single-supply rail-to-rail 
(SS-R2R) opamp type TS924, and everything 
worked perfectly fine. However, when I checked 
the availability of this opamp, I discovered that 
it has become obsolete and that its replacement, 
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the TS924A, is hard to get in a DIP package. So I 
switched to another SS-R2R op-amp, an LMC6464 
that I happened to have handy. To my surprise, 
with this chip, my circuit no longer lit just one 
LED, but it also the LED right below it. Not too 
bright, but more than enough to be noticed. The 
cause is its rather high impedance making the 
output of the new op-amp drop as a quite steep 
function of the current it has to deliver. Suddenly 
the high level was not so high anymore, allowing 
the transistor driven by this output to turn on 
slightly because the transistor's base voltage no 
longer equaled its emitter voltage. 

Checking the datasheets of both opamps 
explained it all. The TS924A, a pretty cool opamp 
that I heartily recommend, remains close to R2R 
with loads as low as 600 Q. whereas the LMC6464 
is specified for loads of 25 kft or higher. 

Okay, so the LMC6464 was a bad idea, but what 
about the good old LM324? With this chip the 
circuit worked almost fine even though the LEDs 
were a bit less bright, the LM324 high output 
level being about 1.5 V below its supply voltage. 
This created a problem for the lowest LED (Off) 
because I had tied the emitter of its controlling 
transistor to 5 V, too high for the opamp out- 
put to make the LED shine continuously. Adding 
two diodes in series with the emitter fixed this 
problem. 

The input stage of the circuit is experimental; 
I just plugged some random component values 
into the schematic because it all depends on 
your input signal. I did my experiments with a 
3-V 22-kHz PWM signal and got excellent results 
with Cl = 220 nF and R15 = 2.2 kft. The PCB 
was designed in such a way that capacitors of 
up to 10 pF should fit without problems. High- 
er-value parts should work too, but hovering over 
R15 and R14. 

Adjust PI to scale the quantization levels. Note 
that the scale in the schematic is linear thanks 
to resistors R5-R8 having identical values, but 
this is by no means obligatory. 

Instead of the LEDs you can mount a pinheader 
to connect the board to, say, another one with 
relays on it. Do not forget to buffer the outputs 
if you have to drive heavy loads (to avoid the 
problems described above). Think ULN2003, for 
instance. 
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Web Link 

http://www.elektor-labs.com/node/4013 


Figure 1. Dot Display Driver 
(DDD) schematic. 


Component List 

Resistors 

(0.25 W) 

R9,R10,R11,R12,R13 = 390ft 

R1,R2,R3,R4,R5,R6,R7,R8 = 4.7kft 

R15 = 47kft 

R14 = lMft 

PI = lOOkft, trimmer 

Capacitors 

C2 = lOOnF 
Cl = lpF 

Semiconductors 

D1,D2 = 1N4148 
IC1 = LM324 

LED1,LED2,LED3,LED4,LED5 = LED, red, 3mm 
T1-T4 = BC557C 



Miscellaneous 

K1 = 3-pin pinheader, 0.1" pitch 
PCB # 140111-1 


Figure 2. 

For your convenience a small 
board was designed for the Dot 
Display Driver. 
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By 

Burkhard Kainka 

(Germany) 


Serial communication with each unit of information following the previous one is 
actually the normal situation. That's how we talk to each other in person or by 
phone, read and write text— or in the case of Retronics: send telegrams. 

In many cases all you need is a single line to transmit data. However, adding a 
clock line makes things more reliable. Let's find out. 


Figure 1. 

Connecting a type 4094 shift 
register. 



On the Serial Peripheral Interface (SPI) bus, the 
actual data travels bit by bit over one line— for 
example from a microcontroller to a display, an 
EEPROM or an SD card. In most cases it's also 
desirable to be able to read data, so you need a 
second line to provide a return channel for the 
data. There's yet another part to the picture: a 
clock line. The clock signal always clearly indi- 
cates when the next bit is available on the data 
line. That eliminates the need for precise agree- 
ment on data timing, which both parties have 
to supervise with timers. With these three lines, 
data transmission is fairly bombproof. 

Port extension with a shift register 

The first thing we want to try out is actually not 
an SPI interface, but instead something entirely 
different. Shift registers have been around for 
a long time (before microcontrollers were even 
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invented) and are good for understanding how 
serial data transfer works. They can also be put 
to good use in combination with a microcontrol- 
ler. That's because port lines are always scarce, 
especially on Arduino boards. A port extension 
with a shift register can help ease the scarcity. 
With a type 4094 8-bit shift register, you need 
three lines to talk to it and you end up with 
eight new outputs. You can increase this to 16 
by connecting a second shift register, or even 
80 if you connect ten shift register ICs in series. 
If you need a lot of outputs, that's an especially 
low-cost way to meet the requirement. 

Figure 1 shows the connections to the Uno board. 
The 8-bit shift register has a clock input (CL) 
and a data input (D). The data is applied to the 
D input one bit at a time, starting with the most 
significant bit, and a rising edge is applied to the 
clock input CL for each bit. The data is shifted 
through the individual flip-flops of the register 
step by step with each clock pulse. There is also 
the strobe input STR. When a pulse is applied 
to the strobe input, all the data present in the 
shift register is transferred to the type-D flip- 
flops connected to the output pins. You could 
also tie the strobe input to the supply voltage 
Vcc, but then all the intermediate results of each 
shift operation would appear on the outputs. By 
contrast, if you apply a strobe pulse after all the 
bits have been shifted in, you only see the final 
result on the outputs. 

The software for all this (Listing 1) is simple. To 
output a byte D, the code first copies the most 
significant bit to the bit variable B (B = D.7) 
and puts it on the corresponding port pin. It 
then generates a positive clock pulse on CL with 
a length of 1 millisecond. A microsecond would 
also be sufficient, but the slower output is easier 
to see on an oscilloscope. After the clock pulse, 
a shift instruction (Shift D , Left) causes all 
bits of D to be shifted left by one position. This 
puts what used to be bit 6 on the output. This 
process is repeated until all eight bits have been 
shifted out. At the end comes the strobe pulse, 
and then all eight bits are present at the outputs 
of the 4094. 

The code continuously increments the data byte 
to be transferred so the outputs of the shift regis- 
ter change while the program is running. The 
current value is shown on the LCD if the Elektor 
Extension shield is fitted, and it is output to the 


terminal emulator. This makes it easy to com- 
pare the output levels of the shift register to the 
digital value being output. 

If you need more than eight outputs, you can 
use the Qs output of the 4094 IC. Each bit that 
is clocked into the shift register appears at the 


Listing 1. Output using a shift register. 


' UNO_shi ft . BAS Shift Register 4094 


$regfile = "m328pdef.dat" 
$crystal = 16000000 
$baud = 9600 


Dim Dat As Byte 
Dim D As Byte 
Dim N As Byte 
Dim B As Bit 


Sr Alias Portb.4 '4094 pin 1 
Da Alias Portb.3 '4094 pin 2 
Cl Alias Portb.2 '4094 pin 3 
Config Portb = Output 


Dat = 0 
Do 

Cls 

Led Dat 
Led " " 

Print Dat 
D = Dat 

For N = 1 To 8 
B = D.7 
Da = B 
Waitms 1 
Cl = 1 
Waitms 1 
Cl = 0 
Waitms 1 
Shift D , Left 
Next N 
Sr = 1 
Waitms 1 
Sr = 0 
Waitms 1 
Dat = Dat + 1 
Waitms 500 
Loop 
End 
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Qs output eight clock pulses later. The D input of 
the next shift register can be connected to this 
output. In this way you can connect as many 
4094 ICs in series as desired, with the clock and 
strobe lines connected to all of them in parallel. 
Of course, the software will have to be modi- 
fied accordingly. First it shifts out all of the bits 
necessary to fill the chain of shift registers (e.g. 
16 with two ICs or 80 with ten), and then it out- 
puts the common strobe pulse. 

Manual data transmission 

Although you only need one line for the data, you 
also need a clock line when you use a clocked 
serial interface, as in the above example with a 
shift register or with the SPI bus. If you compare 
this with Morse telegraphy, for example, you can 


see the difference. There both parties have to 
agree on the transmission rate, and no breaks are 
allowed within an information unit. For example, 
if a radio operator wants to send an "X" (dash 
dot dot dash) and stops in the middle to scratch 
his head, the two characters "N" (dash dot) and 
"A" (dot dash) are sent instead. The situation is 
exactly the same with an asynchronous serial data 
interface, where both parties have to agree on 
the baud rate. After the transmission of a byte 
has started, all of the bits must be sent within 
a precise time frame. By contrast, with SPI the 
timing is not critical and any desired delays are 
allowed. The additional clock signal makes the 
transfer entirely independent of the speed. No 
matter whether the data rate is just one bit per 
minute or a million bits per second, the data will 


Listing 2. SPI master and slave (very slow). 

i 

' UNO_spi 1 . BAS Shift in/out 

i 

$regfile = "m328pdef.dat" 

$crystal = 16000000 
$baud = 9600 

Dim D As Byte 
Dim B As Bit 
Dim N As Byte 

51 Alias Pinc.0 
Porte. 0 = 1 

52 Alias Pinc.l 
Porte. 1 = 1 
Ledl Alias Porte. 2 
Ddrc.2 = 1 
Led2 Alias Portb.2 
Ddrb.2 = 1 


Do 

D = Rnd (255) 
Cls 
Led D 
Print D 
Locate 2 , 1 
For N = 0 To 7 
B = D . 7 
Led B 
Print B; 
Led2 = B 
Waitms 300 


Ledl = 1 
Waitms 200 
Ledl = 0 
Waitms 500 
Shift D , Left 
Next N 
Ledl = 0 
Led2 = 0 
Waitms 2000 
Cls 
Pri nt 
D = 0 
Do 

Loop Until SI = 1 
For N = 0 To 7 
Shift D , Left 
Do 

Loop Until SI = 0 

If S2 = 0 Then B - 1 Else B = 0 

D = D + B 

Led B 

Print B; 

Waitms 100 
Do 

Loop Until SI = 1 
Waitms 100 
Next N 
Pri nt 

Locate 2 , 1 
Led D 
Print D 
Waitms 2000 
Loop 
End 
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be transferred properly. On an SPI bus there is 
always an SPI master and an SPI slave. Data can 
travel in both directions, but the master ways 
generates the clock signal. 

You can try this for yourself manually, where you 
(as the user) assume the role of master. You can 
transmit a byte by pushing the two buttons SI 
and S2 (Figure 2). This is not the usual way of 
doing things, but it helps you understand exactly 
how it works. One of the buttons is for the data, 
and the other is for the clock. Aside from that 
there's nothing new you have to learn, since you 
already know how a byte is put together. Here's 
how it works: First you send bit 7. If it is a '1', 
you press and hold button S2; otherwise you 
don't. Then you press button SI briefly without 
changing the state of S2. The receiving end (the 
slave, which in this case is the Arduino board) 
then knows when it should read the bit from the 
data line. Now you repeat the process for bit 6, 
bit 5, and so on until bit 0. 

The program in Listing 2 displays the data in 
both directions. At first the microcontroller is 
the master and you are the slave. A byte with a 
random value is sent, with the clock signal indi- 
cated by LED1 and the data indicated by LED2. 
If you watch carefully, you can read the trans- 
mitted byte. However, that's not easy, so the 
byte is also shown on the LCD and sent to the 
terminal emulator. The individual bits also appear 
one after the other on the LCD and the terminal 
emulator screen: 

83 

01010011 


Then the roles change. Now you are the master, 
and your job is to send exactly the same byte 
back to the microcontroller. Here you can see that 
the ability to send data at any desired speed is a 
big advantage, since you can take all the time you 
want to decide which bit value to send next. For 
example, suppose you want to send the decimal 
number 100. Bit 7 corresponds to decimal 128, 
which is more than 100, so it is 'O'. Next comes 
bit 6 with a value of 64, so it's a '1', and you're 
left with 36 still to send. This means that bit 5 
(32) is a '1', which leaves 4. The next two bits 
(bit 4 = 16 and bit 3 = 8) are 'O', bit 3 (4) is a 
'1', and the last two bits are 'O'. Now you have 
sent the binary number 01100100, with each bit 
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marked by a clock pulse. It may not have been all 
that easy, but the microcontroller had no problem 
reading the data. You can regard this as a test 
of your concentration, and if the LCD shows the 
right result, you pass the test. 

If you look closely at Listing 2, you will see that 
the bits are inverted when they are read. That's 
because pressing the data button yields a zero 
bit value. This is not especially intuitive, so the 
result is inverted when the bit is read to make 
things easier for you. Another interesting aspect is 
using the instruction D = Rnd (255) to generate 
a pseudo-random number. In fact, this always 
generates the same sequence of numbers, but 
the Bascom Help gives some suggestions for what 
you can do about this. 

From microcontroller 
to microcontroller 

In this example, data is sent over the SPI bus 
from one microcontroller to another. The data 
is this case consists of 10-bit readings from the 
A/D converter. This shows another advantage of 
SPI, which is that the data width is not fixed. No 
matter whether you send 8, 10, 12 or 16 bits, 
the procedure is always the same. If the only 
objective were to connect two microcontrollers 
together, it would actually be less effort to use 
an asynchronous serial interface with the TXD 
and RXD lines. The SPI bus, by contrast, is better 
for controlling and communicating with external 


Figure 2. 

Manual input and output. 
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Listing 3. SPI master. 


' UN0_spi 2 . BAS SPI Master 

Cls 

i 

Cursor Off 

$regfile = "m328pdef.dat" 


$crystal = 16000000 

Waitms 200 

$baud = 9600 

Do 

Dim B As Bit 

Dout = Getadc(3) 'Pot 

Dim Dout As Word 

Locate 1 , 1 

Dim N As Byte 

Led Dout 

Dim I As Byte 

Led " 


© 

ii 

CO 

u 

Sck Alias Portb.5 

Waitms 20 

Ddrb.5 = 1 

For N = 1 To 10 

Mosi Alias Portb.3 

Mosi = Dout. 9 

Ddrb.3 = 1 

Waitms 1 

Cs Alias Portb.2 

Sck = 1 

Ddrb.2 = 1 

Waitms 1 


Sck = 0 

Cs = 1 

Waitms 1 

Mosi = 0 

Shift Dout , Left 

Sck = 0 

Next N 


Cs = 1 

Config Adc = Single , Prescaler = 32 , 

Waitms 100 

Reference = Avcc 

Loop 

Start Adc 

End 


Listing 4. SPI slave. 


i 

Portb.2 = 1 

1 UN0_spi 3 . BAS SPI Slave 

1 

• • • 

$regfile = "m328pdef.dat" 

Do 

$crystal = 16000000 

Do 

$baud = 9600 

Loop Until Cs = 0 


Din = 0 

Dim Addr As Byte 

For N = 1 To 10 

Dim B As Bit 

Shift Din , Left 

Dim Dout As Word 

Do 

Dim Din As Word 

Loop Until Sck = 1 

Dim N As Byte 

Din = Din + Mosi 

Dim I As Byte 

Do 


Loop Until Sck = 0 


Next N 

SI Alias Pinc.O 

Do 

Porte. 0 = 1 

Loop Until Cs = 1 

S2 Alias Pinc.l 

Locate 1 , 1 

Porte. 1 = 1 

Led Din 

Sck Alias Pinb.5 

Led " 

Portb.5 = 1 

Print Din 

Mosi Alias Pinb.3 

Loop 

Portb.3 = 1 

End 

Cs Alias Pinb.2 
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MOSI 



Figure 3. 

An SPI connection between 
two microcontrollers. 


hardware. Here the main purpose of the exercise 
is to illustrate the transmission protocol. 

As previously with the 4094 shift register, a third 
line is involved here— in this case the chip select 
line /CS. The slash (/) means that the signal on 
this line is active Low. The chip select line allows 
you to connect several slave devices to a single 
master. In that case they share the data and clock 
lines, but each one has its own chip select line. 
When that line is low, the corresponding slave 
knows that it is selected. There's also another 
benefit from using a chip select line. If there is 
any delay in enabling the slave, there may be 
some confusion about which bits have already 
been transferred. However, if the slave waits until 
it sees a falling edge on its CS input (high to low 
signal transition), it knows that the transfer is 
starting. And if a noise pulse is read as a clock 
signal, the rest of the data for that transfer is 
trash, but on the next access everything is again 
as it should be. 

The ATmega328 also uses the SPI bus for pro- 
gram download from an external programming 
device. The following lines are therefore avail- 
able on the six-pin programming connector on 
the Arduino board and on the Elektor Extension 
shield (ICSP in Figure 3): the clock line Serial 
Clock (SCK) on B5, the write data line Master 
Out Slave In (MOSI) on B3, and the read data 
line Master In Slave Out (MISO) on B4. There 


is no chip select line, but the Reset line has the 
same effect because programming takes place 
with the Reset line pulled low. Now we want to 
use these lines exactly as intended. This has the 
advantage that we can use the hardware SPI unit 
of the microcontroller, if it has one. With hard- 
ware SPI we do not have use program code to 
put each bit individually on the data line as in the 
previous examples, and everything is a lot faster. 
However, we still need a chip select line, and in 
this case we use the B2 line for this purpose. 
The master uses the MOSI line as the output 
and generates the clock and chip select signals 
(Listing 3). The process is slowed down a bit by 
three 1-millisecond delays so that all the signals 
can easily be seen on the oscilloscope. Besides, 
we don't want to make things too difficult for the 
slave. If you wish, you can test the boundaries 
by reducing the delays until transmission errors 
start to occur. 

The three lines are inputs for the slave device 
(Listing 4). It constantly waits for specific signal 
edges on the /CS and SCK lines and then reads 
in a bit from the MOSI line. Since everything is 
handled by software here, the code must wait for 
each edge in a Do loop. This takes a bit of time, 
so data transmission must be slower than with a 
hardware SPI implementation. The received data 
is shown on the display and on the terminal emu- 
lator. When you turn the potentiometer on the 
master board, the change is visible on the slave. 
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SPI EEPROM 25LC512 

There is a wide range of ICs available with an 
SPI interface, including A/D converters, memory 
devices and display drivers. Serial EEPROMs from 
Microchip and other companies are available at 
low cost and are widely used. The 25LC512 (not 
to be confused with the 24C512, which has a I 2 C 
bus interface) has a capacity of 64 KB, and it is a 
good solution when the 1-kilobyte capacity of the 
ATmega328's internal EEPROM is not sufficient. 
PC EEPROMs are more widely used in the hobby 


Figure 4. 

Connecting a serial EEPROM. 



Listing 5. Reading and writing data over MOSI and MISO. 

Sub Spioutin 
Di n = 0 

For N = 0 To 7 
Shift Din , Left 
Din = Din + Mi so 

If Dout.7 = 1 Then Mosi = 1 Else Mosi = 0 

Waitus 3 

Sck = 1 

Waitus 2 

Sck = 0 

Waitus 2 

Shift Dout , Left 
Next N 
End Sub 


realm, but SPI types are generally preferred in 
the professional realm because they offer espe- 
cially high operational reliability. 

Figure 4 shows the connections to the Uno board. 
The pins of the original SPI interface (2x3 pin 
header) are again used here. That makes it easy 
to build a convenient plug-in memory module 
by fitting the IC in a socket soldered to a small 
6-pin socket header. You only have to connect 
one additional line. This is the chip select line, 
which is again assigned to B2 because the Reset 
line present on the connector cannot be used for 
this purpose. 

Here there are two data lines. MOSI (Master Out 
Slave In) is the data output line and is connected 
to the Serial Input (SI) pin of the EEPROM, while 
MISO (Master In Slave Out) is used to read data 
from the Serial Output (SO) pin. The microcon- 
troller is always the master, and it generates the 
clock on the SCK line. To go with this exercise, we 
have written a subroutine (subroutines are called 
"Sub" in Bascom; see the inset) that transfers 
data in both directions in a single go (Listing 5). 
Before the subroutine is called, the data to be 
sent must be placed in the global variable Dout, 
and after the call the received data is located in 
the variable Din. Of course there are situations 
in which data is only written, but in that case 
zero bits are usually sent in the other direction. 
The relatively complex data sheet for the 25LC512 
tells you what has to be sent to the device, as well 
as when and how. After the chip select line has 
been pulled low, the memory chip first receives a 
simple byte command that specifies what action 
is to be performed. To read data from the mem- 
ory, you have to send a '3' command followed 
by two address bytes forming the high-byte and 
low-byte portions of the address. After that as 
many data bytes as desired can be read out with 
automatic address incrementing (see Listing 6). 
The program displays the sequential addresses 
and the data bytes that are read out. A brand-new 
or fully erased EEPROM always delivers only the 
value 255. Now let's try to program some data. 
For that we use the byte command '2'. However, 
a bit of preparation is necessary first. Writing 
must be enabled by sending the command '6' 
(Listing 7). To check whether writing is enabled 
you can read the EEPROM status register, which 
requires sending the command '5'. Each action 
is only effective if you pull /CS low at the start 
and then return it to the high level at the end. 


36 October 2014 www.elektor-magazine.com 



Microcontroller Bootcamp 


Listing 6. EEPROM readout (excerpt). 


Cs = 0 

Dout = 3 

' read 

Spi outi n 

Dout = 0 

' A8. . . A15 

Spi outi n 

Dout = 0 

1 A0 . . . A7 

Spi outi n 

1 = 0 

Do 

Locate 1 , 1 

Led I 

Print I; 

Print " 



1 = 1 + 1 


Spi outi n 
Locate 2 , 1 
Led Din 
Print Din 
Waitms 200 
Loop 


If the value in the status register is 2, the IC is 
enabled for write operations. Complicated? Yes, 
but that makes it especially foolproof. 

Now we are allowed to write data to the mem- 
ory, but even then there's something we have 
to consider. The memory space is divided into 
pages, which in the case of the 25LC512 have 
a size of 128 bytes. Each transfer is limited to 
a maximum of 128 bytes of data, or as many 
bytes as it takes to reach the next page bound- 
ary. After this you switch /CS high and then give 
the EEPROM enough time to actually store the 
data. According to the data sheet, 5 ms is enough 


Listing 7. Enabling write access 
(excerpt). 

Cs = 0 

Dout = 6 

Spi outi n 

Cs = 1 

Waitms 20 

Cs = 0 

'write enable 

Dout = 5 

Spi outi n 

Spi outi n 

Cs = 1 

' read status 

Locate 1 , 1 

Led Din 

Print Din 

' status 


Subroutines 


Subroutines are called "Sub" in Bascom, and they are used to allow 
a block of code to be called repeatedly from different locations in a 
program. To make this possible, each subroutine must be declared at 
the start of the program. This way the name of the subroutine is known 
to the compiler, so the it can be called using this name in the same way 
as Bascom functions. 

Declare Sub SpioutinQ 
••• 

Dout = 6 
Spi outi n 
••• 

Sub Spioutin 
Di n = 0 

••• 

Shift Dout , Left 
End Sub 

You always have to be very careful with the variables used by a 
subroutine. In the case of the Spioutin subroutine, all of the variables 
it uses are "global" variables, which are dimensioned at the start of the 
main routine and are therefore valid in the entire program. However, 
you could do things differently and transfer the data to the subroutine 
when it is called: 

Declare Sub Spioutin (Byteout as Byte) 

In that case the variable Byteout would not be valid globally, but only 
within the subroutine. The subroutine call would then take the form: 

Spioutin 6 

This saves one line compared to the previously shown call. 

You can also transfer a group of several variables to a subroutine in a 
subroutine call, as can be seen from the example of the Bascom Spiout 
subroutine: 

Spiout Dout , 1 

For novice programmers, it's generally safer to use only global 
variables in your own subroutines. For advanced programmers, on 
the other hand, selecting the optimal form of data transfer is a major 
consideration. 
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Listing 8. Using the software SPI (excerpt). 


Config Spi = Soft , 

Din = Pinb.4 , Dout = Portb.3 , 

Dout =0 ' A0 . . . A7 

Ss = None , Clock = 

Portb.5 , Mode = 0 

Spi out Dout , 1 

Spi i ni t 


1 = 0 



Do 

Cs Alias Portb.2 


Locate 1 , 1 

Ddrb.2 = 1 


Led I 

Cs = 1 


Led " " 



Spi in Din , 1 

Cs - 0 


Locate 2 , 1 

Dout = 4 

'write disable 

Led Din 

Spi out Dout , 1 


Led " " 

Cs = 1 


Print I ; 

Waitms 1 


Print " 

o 

co 

ii 

o 


Print Din 

Dout = 3 

' read 

Waitms 200 

Spi out Dout , 1 


1 = 1 + 1 

Dout = 0 

' A8. . . A15 

If I >= 65535 Then Exit Do 

Spi out Dout , 1 


Loop 


time for storing the data. If you exceed the page data is read back, that's exactly what you see. 

boundary (I tried it), the result is chaos. Then As usual, the entire program code (UN0_spiEEl. 

the data you find in memory is totally different bas) can be downloaded from the Elektor website 

from what you wanted to write to memory. For [1]. It performs the following actions in sequence: 

this reason, the example program carefully obeys 

the rules and writes 128 bytes to the first page • Command 6, write enable 

from address 0 to address 127, with the data val- • Command 5, read status register; display for 


ues in ascending order from 0 to 127 

When the 1 second 

Listing 9. Data storage in the timer interrupt routine (excerpt). 

Ti m0_i sr : 


Dout = 3 

'4000 ps 


Addr = High (seconds) 

Timer© = 6 


Dout = Addr 'A8...A15 

Ticks = Ticks + 1 


Spi out Dout , 1 

If Ticks = 250 Then 

Addr = Low(seconds) 

Ticks = 0 


Dout = Addr 'A0...A7 

U = Getadc(4) 


Spi out Dout , 1 

U = U / 4 


End If 

Addr = Seconds 


Dout = U 

Addr = Addr And 

127 

Spi out Dout , 1 

If Addr = 0 Then 

'start of page 

Addr = Seconds 

o 

CO 

II 

© 


Addr = Addr And 127 

Dout = 6 

'write enable 

If Addr = 127 Then 'End of page 

Spi out Dout , 

1 

Cs = 1 

' — i 

n 

00 

u 


End If 

Waitus 100 


Print Seconds 

Cs = 0 


Seconds = Seconds + 1 

Dout = 2 

' wri te 

If Seconds = 0 Then Seconds = 65535 

Spi out Dout , 

1 

End If 

Waitus 100 


Return 

n 

CO 

II 

© 
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IoT & the Search 

for a Protocol 


By Jens Nickel 

The 'Internet of Things' (IoT) is set to change our lives. In order 
for the diverse equipment to understand each other a consistent, 
application orientated protocol is needed. For example it's neces- 
sary to define a general purpose representation of measurement 
values from sensors and positional information for actuators. 
Ideally the protocol will not present too much of an overhead for 
a small, low cost microcontroller. At the same time it needs to 
be versatile enough to cater for the majority of applications that 
you might find, for example in a Smart Home environment [1]. 
This won't be a cakewalk, that's why in our March 2014 edition 
we appealed to the Community to help us out and send their 
ideas to our competition web page at wwwJot-contest.com . 
In the mean time we have already received many interesting 
suggestions that got us thinking, as well as pointers to suitable 
existing protocols [2][3]. Now we would like to provoke some 
discussion by outlining a framework for a new protocol that is 


[1] www. iot-contest.com/index. php?content= infos 

[2] www.xapautomation.org 

[3] http://ansari-electronics.com/comlinksrv/ 


( 140298 ) 


still 'work in prog- 
ress'. This is your 
chance to make a 
difference— if you 
think the ideas are 
good then say so, if 
you can think of a bet- 
ter solution we want to 
hear it. This is going to be 
a collaborative effort and we 
think, with your help we will arrive 
at an optimal solution. Get involved and 
go to www.iot-contest.com ! 


Suggested data format 


Messages are passed between devices, for example as HTTP- 
POST data (this needs further discussion). Each message 
consists of a header together with blocks of information. The 
type of information block is defined by two key words (these 
are described as 'Case' or 'Mode', see below). 

A few examples: 

'Set Value': Sets an actuator to a value 
'Current Value': A measurement value is transferred 
'Query Value': Request a measurement value to be 
transferred (Polling) 

'Set LimitMin', 'Set LimitMax': Set end limits to an 
intelligent sensor 

'Set Interval': Set up sensor to send measurement at 
intervals 

'Option Min', 'Option Max': The sensor indicates its range 
'Option Value' (followed by physical units and size): 

The sensor indicates what it is measuring and the 
measurement units. 

An outline of the message structure (optional information is 
bracketed), the // symbol means 'or'): 

Message: Header + Block (+ Block (+ Block ...)) 

Block: Case + Mode + (Subnode +) (Location +) (Time +) 


Data 

Case: 'Set' // 'Current' // 'Query' // 'Option' 

Mode: 'Value' // 'Min' // 'Max' // 'Interval' // 'LimitMin' // 
'LimitMax' 

Subnode: Integer 

Location: Locationstring: String 

Time: TimeString: String 

Data: Value (+ Value (+ Value + ...)) 

Value: Number + (Accuracy +) Unit + Quantity 
Number: Float // Integer // Binary 
Accuracy: Float // Integer 
Unit: UnitKey: String 
Quantity: QuantityKey: String 

In the end all elements of data types Float, Integer, Binary 
und String will be returned. Exactly how the elements (in 
ASCII format) are represented must be defined. Amongst 
other things we also need suggestions for the representation 
of location and time (Locationstring, TimeString). 

A versatile protocol will allow the messages to be made 
simpler or more complex. For example where Presets 
(predefined actuator positions) are not required or where 
sensor alarm information such as ('limit exceeded') must be 
accommodated in the message. 
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• Command 2, write 128 bytes starting at 
address 0 

• Command 3, read memory starting at 
address 0; endless loop 

Data logger 

One practical application for the 64-KB memory 
is a data logger. The objective here is to acquire 
measurement data from the ADC4 analog input 
once per second and store the data. The memory 
will be full in approximately 18 hours. 

You don't always have to program everything 
yourself, since Bascom has a lot of ready-made 
functions for many situations. In this case you 
have the option of configuring an SPI interface as 
a software interface using any desired port pins or 
as a hardware interface using the microcontroller 
pins designated for this purpose. The hardware 
SPI is especially fast and is commonly used for 
tasks such as driving graphical displays. However, 
this involves a whole lot of parameters that must 
be configured for each specific application, which 
requires a detailed study of the ATmega328 data 
sheet. Things are a bit easier with the software 
SPI function, and it provides a reasonably high 
transmission rate. Although writing your own SPI 
procedure from the ground up is not a bad idea 
because it allows you to implement the timing 
diagrams in the data sheets very clearly, the 
ready-made software SPI is more convenient and 
faster, which is why we use it here. 

The interface configuration specifies which lines 
are to be used. For Din, Dout and Clock we use 
the familiar MISO, MOSI and SCK lines, which 
are already available on the ICSP connector. The 
SS line corresponds to the /CS line. In this case 
this line should not be operated automatically by 
Bascom because it is usually necessary to trans- 


fer a lot of data during a single active chip select 
phase. Consequently, this line (on port pin B2) 
will still be operated "manually". The Mode = 0 
setting is also important, because there are four 
different SPI modes. 

The program excerpt in Listing 8 shows how the 
software SPI is used to read data from the serial 
EEPROM. The instruction Spiout Dout , 1 sends 
exactly one byte, which is transferred in the vari- 
able Dout. In the other direction, the instruction 
Spiin Din , l reads one byte, which is then 
available in the variable Din. The entire program 
reads all the data from the EEPROM and shows 
the contents on the display and on the terminal 
emulator screen. 

As usual, the entire program code (UNO_spi Log- 
ger. bas) can be downloaded from the Elektor 
website [1]. It is too large to be listed fully here. 
Pressing SI starts a measurement run. It can be 
stopped at any time by pressing S2, after which 
the stored data can be read out. 

A timer interrupt routine (excerpt in Listing 9) 
is used to control the timing during data acqui- 
sition. The voltage on ADC4 is measured and 
stored once per second. The 128-byte block size 
of the EEPROM is taken into account. At the start 
of each block, a write access is started and the 
current address is transferred, followed by 128 
bytes of data. At the end of the block, the /CS 
line is pulled high to allow the EEPROM to store 
the entire block. Since the /CS line is connected 
to port pin PB2, LED2 on the shield is lit when the 
line is high. The LED therefore flashes each time 
a block of data has been transferred to memory. 

( 140245 - 1 ) 

Web Link 

[1] www.elektor-magazine.com/140245 


Tip for using the Arduino programmer in Bascom 


Many readers who are using the original Arduino boot loader have encountered the following problem: if a program 
performs serial output, the Arduino programmer in Bascom does not work properly the next time and hangs. Some readers 
have discovered that this problem can be resolved by using the Arduino IDE before using the programmer again. Simply 
transferring the Blink program, for example, is sufficient. 

However, there's an easier solution. After you launch the programmer in Bascom, briefly press the Reset button on the Uno 
board three times (or more) at roughly 1-second intervals. After this the programming function will work again, even when 
the previous program included a Print output. This has been discussed intensively in various topics on the Elektor forum 
(now at forum.elektor.com). 

If you use the MCS boot loader on the Uno board, this problem does not occur. Another alternative is to use an external 
programmer. 
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Lux Meter 

With 1 lx to 100 klx measuring ranges 




By 

Karl-Anton Dichtel 

(Germany) 


Conventional incandescent lamps have been phased out in many areas in the 
world, including the EU and Canada. What's left is halogen lamps, energy-effi- 
cient lamps and LED lamps, which in fact have better efficiency than incandescent 
lamps. However, if you want to know how much better they are, you basically 
have to trust the manufacturer's data. Although trust is good, measuring it your- 
self is better. The lux meter described here can help. 


Particularly with low-cost LED lamps from low- 
wage countries, some of which are a lot cheaper 
than brand-name products, you can hardly be 
blamed for being a bit sceptical. For example, 
among the 500,000 items available on a well- 
known auction site there are exactly five 3-watt 
spot lamps with an asking price of 1 euro. The 
claimed light output of these lamps is 210 lumen. 
That sounds realistic, but is it actually true? 

To avoid being forced to rely on such claims, you 
need an instrument that can reliably measure 
brightness. Such an instrument is useful for more 
than just checking whether a lamp works. For 
example, it's good for checking whether a partic- 
ular workstation is adequately lit— and in many 
countries there are regulations governing this. 
A lux meter also offers other benefits with lamps. 
For example, for a variety of reasons halogen 
lamps are popular for certain purposes. The 
brightness of halogen lamps tends to decrease 
over time, in part due to the accumulation of 


metal vapor deposits on the glass envelope. As 
a result, at some point you are getting more heat 
than light from the lamp. Even energy-efficient 
lamps get darker with age. Measurements can 
help you decide when it's time to replace a lamp 
that is no longer up to snuff. 

Measuring light 

The key element of every instrument is a sensor 
that converts the desired physical quantity into 
an easily measured voltage, preferably with a 
reasonably linear conversion characteristic. Of 
course, nowadays a fair amount of electronics is 
integrated into many sensors to enable them to 
output digital data directly. However, the tradi- 
tional sensor for light is a photodiode. Along with 
types intended for the transmission of infrared 
signals, there are special, more accurate types 
for measurement purposes. The BPW21R used 
here is an example of the latter type, and it is 
suitably housed in a sturdy metal T05 package 
with a glass window (Figure 1). 
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This hermetically sealed photodiode has a rela- 
tively large active area of 7.5 mm 2 , which gives 
it high light sensitivity. This sensor is also very 
linear, as can be seen from the data sheet [1]. 
Figure 2 shows the incredibly linear relation- 
ship between the short-circuit current and the 
illuminance. The log-log scale is necessary here 
because the sensor covers an extremely wide 
brightness range of more than seven decades. 
Even though this is a conventional discrete com- 
ponent, its specs are nothing to be ashamed of, 
which makes it the ideal light sensor for use in 
a DIY lux meter. 

A photodiode generates a current that is propor- 
tional to the illuminance in lux, rather than the 
luminous flux in lumens typically used in lamp 
specifications. As 1 lux is equal to 1 lumen per 
square metre, it is theoretically easy to convert 
between the two units, but the area illuminated 
by a lamp depends on the distance and on the 
beam angle. Thanks to the Internet, you don't 
need a pencil and paper for this and you don't 
have to solve any algebraic equations. Various 
websites (e.g. [2]) have ready-made calcula- 
tors where you can simply enter a value in lux 
or lumens and convert it into the opposite unit. 

Measurement method 

As already mentioned, the output from the pho- 
todiode is its short-circuit current. A highly lin- 
ear relationship between illuminance and signal 
level can only be obtained by operating the pho- 
todiode under virtually short-circuit conditions, 
which means that the circuit for measuring the 
current must have a very low input impedance. 
However, the quick and dirty approach of con- 
nected a 1-ohm resistor across the sensor and 
measuring the resulting voltage drop is not very 
effective because the voltage at 1 lux would only 
be about 9 nV. Although microcontrollers with 
integrated A/D converters are usually the pre- 
ferred choice for measurement tasks, the A/D 
converters of commonly used microcontrollers 
are not suitable for such low voltages. With the 
10-bit resolution of a typical AVR microcontroller 
and a reference voltage of 1 V, the resolution is 
around 1 mV, which is five orders of magnitude 
greater than the full-scale value of the lowest 
measuring range. The idea of using an interme- 
diate voltage amplifier to boost the voltage by 
a factor of 100 million (to obtain roughly 1 V at 
1 lx) is unrealistic, since the signal would be com- 


Features 


• Lux meter with 6 measuring ranges: 

1 lx, 10 lx, 100 lx, 1 klx, 10 klx and 100 klx 

• Measurement resolution in 1 lx range: 0.01 lx 

• Autoranging 

• Automatic power down after 1 minute 

• Measurement data output over serial interface 

• All components readily available 

• Low power consumption 

• Can be calibrated over the serial interface using a terminal emulator 


pletely buried in the noise (among other prob- 
lems). We therefore need a different approach. 
The circuit in Fig ure 3 shows how it can be 
done. The sensor D1 is connected across the 
inputs of an opamp (IC3), which has its non-in- 
verting input connected to a reference voltage of 
approximately 0.65 V at the junction of R3 and 
D2. When light shines on Dl, it wants to supply 
a current, which would cause the voltage on the 
inverting input of IC3 to drop. This is countered 
by negative feedback through R1 or R2. Conse- 
quently, the voltage at the output of the opamp 
rises to the level necessary to cause the current 
flowing through the feedback resistor to offset the 
current from the diode, so the voltage between 
the inputs of IC remains at zero. As a result, Dl 
is virtually short-circuited and therefore oper- 
ates with a very linear characteristic. To obtain 
the highest possible measurement accuracy, we 
chose a Microchip MCP6061T for IC3 instead of a 
standard opamp. With extremely low input cur- 
rents in the picoamp range and an offset voltage 
of only 150 pV, this opamp will not degrade the 
measurements. The converted sensor signal from 
IC3 is routed to connector K2 for test purposes. 


Figure 2. 

The short-circuit current 
(/ K ) versus illuminance 
(E a ) characteristic of the 
BPW21R. 




Figure 1. 

Schematic depiction of the 
BPW21R package. 
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Figure 3. 

The circuit of the lux meter 
essentially consists of a 
sensor, a signal amplifier, 
a precision A/D converter, 
a microcontroller and a 
display module. 
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Circuit description 

At 1 lx (with RE1B in the R1 position) the volt- 
age at the output of IC3 is approximately 1.8 mV 
(9 nA x 200 kft) That is still not enough for the 
A/D converter of a normal microcontroller. This 
could be solved by adding another gain stage, 
but if you want a precise instrument it's better 
to do the job right. Instead of using the so-so 
ADC integrated in the ATmega328, we opted for 
an external A/D converter (IC2) with an inte- 
grated precision input amplifier and a resolution 
of 18 bits. That may sound like overkill, and in 
fact we only use 15 bits, but there are good rea- 
sons for this approach. 

One of the main reasons is the measuring 
range, since the working range of the human 
eye extends from 1 lx (full moon) to 100 klx (full 
sunlight). This corresponds to five full decades, 
and it requires circuity with a very large dynamic 
range. This requirement is met as follows: Switch- 


ing between R1 and R2 changes the signal level 
by a factor of 100. This means that the subse- 
quent circuitry only has to handle a dynamic 
range of 1000:1. Since the internal gain of IC2 
can also be switched between lx and 8x, the 
resulting dynamic range is sufficient to obtain 
accurate measurements over the complete instru- 
ment measuring range. For the details of switch- 
ing the gain levels and measuring ranges, see 
the firmware code. In any case, the accuracy of 
the circuit is approximately 0.5%. 

IC2 is controlled by the microcontroller (IC1) over 
the I 2 C bus. It is used to read data and configure 
IC2. The relay is also controlled by two outputs 
of IC1, which allows the current through the coil 
to be reversed. This direct drive arrangement 
is possible because the relay (RE1) can man- 
age with a coil current of about 24 mA. RE1 is 
what is called a bistable relay, which only needs 


44 October 2014 www.elektor-magazine.com 


lOOklx Lux Meter 


a short current pulse in one direction to switch 
over and remains latched in the new position 
without any current. It can be switched back 
by simply applying a short current pulse in the 
opposite direction. This method prolongs battery 
life. Relay contacts are preferable to any sort of 
MOSFET for this application. 

IC1 also perform three other tasks. Some of its 
pins drive the LCD in nibble mode, and another 
pin switches the backlight on via T3 during a 
measurement session if necessary. Two other 
pins handle serial data transfer with TTL signal 
levels. The pin assignments of K3 are compati- 
ble with the Elektor BOB USB to serial converter. 
This gives you a serial interface over USB if you 
need it. 

Another function of IC1 is to maintain the supply 
voltage (via pin 24 and transistors T2 and Tl) 
for one minute after the device is switched on 
by pressing button SI. After this the instrument 
switches off automatically to prolong battery life. 
Another remark about power: with a battery-pow- 
ered instrument such as this, it's worthwhile to 
take measures to save energy. One of them is 
the previously mentioned control of the LCD 
backlight via T3, or disabling the backlight with 
JP2. Illumination is only activated automatically 
and adapted to the ambient light level when the 
ambient light level is less than 64 lx. This smart 
measure by itself saves about 20 mA under bright 
conditions, which is fairly significant considering 
that the current consumption of the rest of the 
instrument is 14 mA. To avoid the power dissi- 
pation of a standard voltage regulator, a special 
low-power, low-dropout regulator (IC4) is used 
to generate the regulated 5 V supply voltage. 
The regulator can work down to a battery voltage 
of approximately 5.5 V. At lower input voltages 
its output voltage collapses. The display stops 
working below 5 V. Choke LI provides additional 
filtering for the analog portion of IC1. 

Construction 

When fitting components on the PCB you need a 
steady hand, a fine soldering tip, small tweezers, 
soldering paste or thin wire solder and a magni- 
fying glass. Although the sensor is an old-fash- 
ioned leaded component, nearly all of the other 
components are SMDs— mostly in the especially 
popular 0603 package in the case of resistors 
and capacitors. If you are newcomer to solder- 
ing SMDs, we strongly advise that you draw on 
the assistance of an experienced colleague or 



friend. Figure 4 shows the component side of a 
prototype circuit board, which should be enough 
to give you an idea of what you're up against. 
A magnifying glass is helpful when you're look- 
ing for shorts between SMD pins, which can be 
eliminated with a bit of desoldering braid and 
flux. That works fairly will with the pin spacings 
of the ICs used here. 

The display is mounted on the other side of the 
board (see Figure 5). If you want to mount the 
LCD module so it can be removed, you can imple- 
ment the connection using socket headers and 
long pin headers. However, if you don't need to 
have a dismountable display you can simply use 
suitable lengths of wire (16 in total). It's import- 
ant to keep the LCD module spaced away from 
board enough to avoid short circuits between the 
rear of the display module and the PCB. 

Firmware 

The software for IC1 was written in C using the 
free AVR Studio IDE (V4.18) and is available free 
of charge (including the hex file) from the Elektor 
web page for this project [4]. A 200 kHz clock 


Figure 4. 

The component side of the 
assembled prototype board. 
Nearly all of the components 
are mounted on this side, 
even the "tiny" SMDs in type 
603 packages. 


Figure 5. 

Circuit board with mounted 
display module. The 
photodiode and the power- 
on button are at the top. 
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(5 ms period) for the relay drive pulse is derived 
from the 10.24 MHz clock signal, and from it a 
2 Hz clock is derived for sequence control. The 
code for driving the LCD was taken from an arti- 
cle on the mikrocontroller.net website [5], where 
it is extensively commented. The I 2 C routine is 
recycled from a project for a weather station, 
which is why it contains unused (leftover) code 
for a rotary encoder and other things. If you are 
interested in the details, see the comments in 
the code. 

The standard ISP connector K1 is used to down- 
load the program code to IC1. To power the 
microcontroller during the download process, 
the battery must be connected and JP1 must be 


fitted. Alternatively, you can keep SI pressed for 
the duration. The program starts running for the 
first time after the download. 

Since all bytes in the EEPROM memory of a new 
microcontroller are set to $FF and are restored 
to that value when the device is reprogrammed, 
the microcontroller can easily see whether the 
instrument is starting up for the first time. If 
the value FF hex is found in two EEPROM bytes, a 
calibration factor of 1 is provisionally stored in 
those two bytes. This corresponds to a conver- 
sion ratio of 9 nA = 1 lx. More precise calibration 
can be performed later via the serial interface. 
The next step is to measure the offset of the 
opamp and the A/D converter without the pho- 



Component List 

Resistors 

Default ratings: 1%, 0.1W, SMD0603 
R1 = 200kft 
R2 = 2kft 
R3 = 3.9kft 

R4,R5,R6,R8,R10,R13 = lOkft 
R7 = 82kft 
R9 = 33kft 
Rll = 47kft 5% 

R12 = 33ft 5%, 0.2W 
R14,R15 = 220ft 5%, 0.2 W 
PI = lOkft 20% trimpot, SMD, Vishay 
TS53YJ103MR10 

Capacitors 

Default ratings: 10%, 10V, SMD0603 
Cl = InF 5% 50V, COG/NPO 
C2 = 3.3pF 20V, SMD case A, tantalum 
C3,C5 = 470nF 

C4,C13 = 4.7pF 20V, SMD case A, tantalum 
C6,C12 = lOpF, SMD Case A, tantalum 
C7,C14 = lOnF 50V 
C8,C9 = 22pF 50V, COG/NPO 
C10,C11 = lOOnF 25V 

Inductors 

LI = lOpH 20%, 250mA, 1.05ft, SMD 0603 


Semiconductors 

D1 = BPW21R, TO-5 

D2 = TS4148 RY, SMD 0805 

D3 = PMEG2010AEH, SMD SOD-123F 

T1 = IRLML6402PBF, SMD SOT-23 

T2 = BC848B, SMD SOT-23 

T3 = 2N7002, SMD SOT-23 

IC1 = ATmega328P-AU, programmed, SMD TQFP 32A 
IC2 = MCP3421A0T-E/CH, SMD SOT-23-6 
IC3 = MCP6061T-E/OT, SMD SOT-23-5 
IC4 = LP2951-50D, SMD SO-8 

Miscellaneous 

K1 = 6-pin (2x3) pinheader, 0.1" pitch 
BT1,JP1,JP2,K2 = 2-pin pinheader, 0.1" pitch (K2 
optional) 

JP3 = 2-pin pinheader, 0.1" pitch, right angled 
K3 = 5-pin pinheader, 0.1" pitch, right angled 
JP1,JP2,JP3 = jumper, 0.1" pitch 
SI = pushbutton, 6x6 mm, vertical, make contact 
BT1 = 9-V-battery clip with wires, optionally with re- 
ceptacles for pinheader pins 
RE1 = relay, bistable, 2 contacts, coil 4.5V / 202.5ft, 
1A/110VDC contacts (Panasonic AGN2104H) 

XI = 10.24MHz quartz crystal, 18pF, HC-49/4H 
LCD1 = LCD module, 2x8 characters, backlit, 58x32 
mm, TC0802B-01YA0 (Elektor Store # 120061-75) 
PCB # 130109-1 
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todiode (JP3 must be removed for this purpose), 
show it on the display, and store it in EEPROM 
for correction purposes. 

From this point on the instrument displays a new 
reading every half second and provides a new 
value on the serial interface every second. After 
each measurement value output on the serial 
interface, a semicolon is sent as a separator, so 
it is easy to copy the received data to a spread- 
sheet on the PC. After one minute of operation, 
the firmware switches off the instrument. 

The next time it is powered up by pressing SI, the 
value FF hex is no longer present in the EEPROM 
and the instrument starts measuring brightness 
immediately. Of course, JP3 must be fitted for 
this purpose. 

Miscellaneous 

Pressing SI once causes the battery voltage to 
be measured and displayed. After 1 second, the 
instrument starts measuring illuminance again. 
In Figure 5 you can clearly see how the measure- 
ment results are displayed. The elapsed time in 
seconds is shown in the top line on the left, and 
the measuring range is indicated on the right. 
The lux meter switches automatically between 
its six ranges. In this example, the "4" at the top 
right indicates that the 1 klx measuring range is 
selected, which matches the reading "633.2" in 
the bottom line. 

The data transmission rate on the serial inter- 
face is 38.4 kbaud, which is a good compromise 
between speed and noise immunity. 

To see how well the DIY lux meter performs, 
we compared it with a commercial instrument 
from Testo. Comparison with the Testo 540 model 
showed only minor differences of about 3 to 4% 
of the measured value, even without calibra- 
tion. With weak illumination the meter showed 
108 lx instead of 105 lx, and with bright light it 
showed 65 klx instead of 63 klx. In the office 
(with fluorescent lighting) the differences were 
larger, amounting to as much as 30% (1,115 lx 
instead of 1,600 lx). That might be due to the 
relatively warm tone of the light or to the fact 
that the light sensor of the Testo 540 is covered 
by a milk glass dome, so it is not clear which 
measurement is better. 

In any case, we can say that this DIY lux meter 
is a versatile instrument that it can hold its own 
against commercial meters, particularly after 
additional calibration. 

( 130109 - 1 ) 


Calibration 


For calibration you can either 
use a reference light source at 
a known distance or another 
light meter. To take an extreme 
example, if the actual value is 
410 lx and the reading from the 
lux meter is twice this value 
(820 lx), the calibration factor 
is 0.5. The calibration factor is 
transmitted serially as a five- 
character ASCII string, so the 
calibration factor output in this 
case would be "05000". Another 
example (more realistic): If the 
lux meter shows only 400 lx 
instead of 410 lx, the calibration factor is 1.025 (equal to 410/400). 

The corresponding ASCII string in this case is "10250". 

After the lux meter has been switched on and connected over the serial 
interface to a PC where the data sent at 1-second intervals can be seen 
in a terminal emulator window, you can go ahead because the firmware 
of the lux meters waits in the background for the entry of a single 
character. If the entered character is "1", the firmware switches to the 
mode for entering the calibration factor. For this you will first see the 
following output in the terminal window: 

Mode 1: Calibration - Input 5 digits or ESC with # 
actual calibration factor = 10000 
Input Calibration: 

Now you can enter the previously calculated string for the new 
calibration factor. After the five characters have been entered, the 
instrument returns to normal measurement mode. The screen shot 
shows an excerpt from a Hyperterminal session. 

The microcontroller must be reset before the new calibration factor 
takes effect. One way to do this is to briefly connect pins 5 and 6 of 
K1 together. This procedure can be repeated as often as desired. The 
calibration factor is retained until a new one is entered or until new 
firmware is downloaded to the microcontroller. 
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LUX;\,to 
LUX;v,to 
LUX.toto 
LUX ; \,to 
LUX ; toto 
LUX ; toto 
LUX ; toto 
LUX ; toto 
LUX ; toto 
LUX ; toto 
LUX ; v.V> 
LUX ; toto 
LUX ; toto 


Web Links 

[1] BPW21R data sheet: www.vishay.com/docs/81519/bpw21r.pdf 

[2] Lux/lumen conversion: http://ledstuff.co.nz/data_calculators.php 

[3] USB to serial converter: 

www.elektor.com/ft232r-usb-serial-bridge-bob-110553-91 

[4] Project web page: www.elektor-magazine. com/130109 

[5] www.mikrocontroller.net/articles/AVR-GCC-Tutorial/LCD-Ansteuerung 
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DesignSpark Tips & Tricks 

Day #14: The Autorouter 


By Neil Gruending 

(Canada) 


Today let's drop the manual PCB design 
work and look at DesignSpark's auto- 
matic routing tools. 

If you've never used an automatic PCB track 
router ("autorouter") before, today is the day. 
We'll start by introducing the autorouter and 
then we'll see how to configure and use it. 

What is an Autorouter? 

A PCB autorouter can route some or all of your 
circuit board for you using a set of predefined 
rules. Most autorouters, including DesignSpark's, 
use shape based multipass technology which 
gives them a better chance to completely route 
a board. Grid based autorouters use a grid where 
only 1 trace or feature could occupy each loca- 
tion at a time but this makes it difficult to route 
complex boards with a lot of traces. However, a 
shaped based autorouter uses the actual copper 
shapes on the board to determine where to route 
the traces which allows the autorouter to pack 
the traces as tight as possible in a given area. 
The DesignSpark autorouter is also a multipass 
router which means it will try and route a board 
repeatedly until all of the routing errors are gone 
or the number of tries has been exhausted. 

The DesignSpark autorouter is configured using 
the Route All Nets window in Figure 1 which 
you access from the Tools - Auto Route Nets - 


All Nets menu. Autorouters always try to calcu- 
late the easiest or lowest cost route for a net, 
and adding rules controls how those routes are 
calculated. Just like the automatic component 
placement tool, the autorouter can be invoked 
in several different ways but is only configured 
in the Route All Nets menu. 

One of the key rules is what the autorouter should 
do with the traces on the board when it starts. 
By default it will rip up or delete any traces that 
it needs to in order to route the board but that's 
usually not what you want. This is where you 
would use the Keep Preroutes and Keep Fixed 
Routes rules. A fixed route is any track segment 
that is marked Fixed for Router in the track seg- 
ment properties and DesignSpark automatically 
sets that property for manually routed traces. The 
Keep Fixed Routes rule tells the autorouter not to 
alter any of the fixed route traces in any way. A 
preroute is a trace that the autorouter will leave 
intact when it starts but they could be rerouted 
when routing subsequent passes. Enabling the 
Keep Preroutes rule tells the autorouter keep 
prerouted trace segments when it starts. 
Another important rule is the Miter Track rule. 
By default the autorouter will route a board with 
90 degree corners but enabling the Miter Track 
rule instructs the autorouter try and miter as 
many 90 degree as possible as the last step after 
routing the board. 


Figure 1. 

The Route All Nets window. 



The amount of time and effort that the autorouter 
will use when routing the board are controlled by 
the Max Effort and Passes rules. The autorouter 
will try harder and longer as the Max Effort is 
increased but normally you wouldn't want to 
increase this effort by very much because the 
autorouter can usually do a better job by giv- 
ing up and trying again on the next pass. The 
Passes rule tells the autorouter how many times 
it should retry routing the board. When it's set to 
more than 1, the autorouter will try and route the 
board while allowing errors like traces to overlap 
and then it will try and fix all of those errors on 
successive passes. 
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The Against Bias rule tells the autorouter whether 
or not is should follow the routing bias rules for the 
board. You can specify the routing bias for a copper 
layer using the Layers tab in the Design Technol- 
ogy window to either X, Y or None. An X bias tells 
the autorouter to try and route traces horizontally 
as much as possible and a Y bias is used to route 
traces vertically instead. Normally you don't want 
to specify a bias because it gives the autorouter 
the most flexibility when routing the board. 

I recommend enabling the Track Grid rule and set- 
ting it to your desired routing grid. The autorouter 
doesn't need to use a grid while running but it 
will make the board much easier to cleanup by 
hand later. I also recommend leaving the Add 
Vias and Side Pad Exit rules set to As Necessary. 

Using the Autorouter 

Now let's take a look at the different ways how 
DesignSpark autorouter can be used to route 
boards. The command to route an entire board 
is Tools — Auto Route Nets — All Nets. Figure 2 
shows what the LED driver board from last week 
looks like after being routed. It needs some 
cleanup but that's typical for an automatically 
routed board. But how did the autorouter know 
what track and via styles to use while routing? 
By default the autorouter will chose its own set- 
tings for vias and tracks but you can override that 
by using net classes like in Figure 3. A net class 
is how DesignSpark organizes nets into groups so 
that you can use the same routing settings for all 
of the nets in that group all at once. By default 
DesignSpark will create one named signal and 
put all of your nets into it, but you can have as 
many classes as you want. Net classes are cre- 
ated and edited in the Net Classes tab and you 
associate nets with net classes in the Nets tab. 
In my case I set the signal net class to use the 
track style 'Signal' and the via type 'SignalVia'. 
DesignSpark has other autorouting modes as well, 
like routing an individual nets or just a net class. 
But I think that one of the most useful features 
of the autorouter is its ability to fan-out all of 
the power connections on a component using 
short stub traces and vias if you have power 
planes in your board. All you have to do is tell 
the autorouter to only route the plane nets and 
it will save you a bunch of time. It's also possible 
to use the autorouter interactively by selecting 
nets or components on the board, right click- 
ing on them and then choosing Auto Route. The 
autorouter will then route only the selected items. 



Figure 2. 

Routing the LED Driver 
board. 



OK Close 



Figure 3. 

The Net Class window. 


Conclusion 

Today we explored DesignSpark's autorouting tool 
and it can be a real time saver when routing a 
board. I usually like to route boards completely 
by hand but the DesignSpark autorouter is flex- 
ible enough to take away much of the tedious 
routing work. Next time we'll look as some of 
DesignSpark's other PCB features. 

( 140242 ) 



Neil Gruending has used numerous 
different PCB CAD packages as an 
electronics design engineer over the 
years. Neil is pretty particular about 
his tools and likes to learn how to 
maximize his productivity with them 
whenever possible. He also enjoys 
sharing what he has learned on his 
website at www.gruending.net and on Twitter as @ngruending. 
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Magnetrons 

Weird Component #8 


By Neil Gruending I've been talking about semiconductor devices 

(Canada) for the last few installments so I thought I would 

change things up a bit and talk about magne- 
trons. You're familiar with them already because 
they're the key component in microwave ovens, 
but they are also used as heating, drying and 
curing elements for semiconductor manufacturing 
and other industries. So what are magnetrons 
and how do they work? 


Top permanent ceramic 
ring magnet 

Top pole piece 
Yoke 

Bottom pole piece 

Bottom permanent ceramic 
ring magnet 



Antenna 

10 vane resonant cavity 
Heated filament cathode 
Heat sink fins 

Antenna cap, filament insulator 
and harmonic choke not shown. 


Fi 9 ure 1. The drawing in Figure 1 shows how cavity mag- 

Magnetron structure. [1] netrons are constructed. The cathode in the mid- 

dle of the magnetron is heated causing electrons 
to flow into the cavity. Normally they would flow 
directly to the anode and form a diode but the 
upper and lower magnets force the electrons to 
flow around the cavity in circles and accelerate 
until they can reach the antenna anode and exit 
the magnetron. There's also two resonant cavities 
Fig Ur e 2. inside of the magnetron at each end which tunes 

Magnetron Output the RF frequency that comes out of the antenna. 

Spectrum. One of the first applications for magnetrons was as 



a radio energy source for radar systems. Magne- 
trons were one of the most efficient ways to gen- 
erate the short high power radio pulses required 
for radar imaging. One challenge of using mag- 
netrons is that their output frequency will change 
with temperature and output impendence. Another 
issue is that the magnetron outputs a wide range 
of frequencies simultaneously which means that 
a radar receiver can't be very selective about the 
frequencies it receives which can reduce its sen- 
sitivity. But the magnetron's output power and 
efficiency far outweighed these downsides. 
Commercial magnetrons need to be driven with 
an anode voltage in the 4 kV to 10 kV range 
depending on the model. Smaller models in the 
1 kW to 2 kW range are typically used in micro- 
wave ovens and are air cooled. Larger industrial 
3+ kW models are water cooled to keep them 
from overheating. 

Old discarded microwave ovens are a great way 
to get some magnetrons to experiment with. Just 
remember that microwave radiation can hurt you 
and that they have supply voltages in the 1000's 
of volts which can also be lethal. I dug one out 
to see if I could measure the frequency drift of a 
magnetron over time, and the result is shown in 
Figure 2. It was quite a bit harder than I expected 
because the magnetron was changing frequency 
faster than the spectrum analyzer could measure 
in real time so I used a peak detection mode to try 
and see how much the frequency would vary. For 
this test the frequency started at about 2.465 GFIz 
and then drifted for the duration of the 30-second 
test. The line at -20dB shows the frequency devi- 
ation and would probably be much more flat if I 
had run the test longer. Note that another chal- 
lenge when working with magnetrons is how to 
dissipate all of the RF power. For this test I used a 
sealed waveguide setup with a water cooled load 
element. If you do decide to play with a magne- 
tron, just remember to play safe. 

( 140241 ) 

Web Link 

[1] www.cst.com/Applications/Article/ 
Magnetron-And-Microwave-Oven-De- 
sign-To-Solve-Wi-Fi-Interference-Issues 
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ELECTRONIC SYSTEM DESIGN SOFTWARE 


Achieve more than you ever dreamed with your Arduino with the 
world's most advanced graphical programming tool, Flowcode 6 

and money-saving E-blocks bundle. 




Two fantastic offers for new and existing Flowcode 6 customers, offer 
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EXISTING FLOWCODE 6 AVR/ARDUINO USERS 


• NEW E-blocks Arduino shield for Arduino Nano, Uno, 
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• E-blocks combo board including 16 push switches, 16 
LEDs, quad 7-segment display, LCD, light sensor, voltage 
level potentiometer and audio out jack 

€ 79.95 / £ 69.95 / $108 


NEW FLOWCODE 6 AVR/ARDUINO USERS 


Flowcode 6 AVR Professional user licence 


NEW E-blocks Arduino shield for Arduino Nano, Uno, 
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3D Printing 
Sure Can Be Useful 

Or how to fight cancer 
with cancerous materials... 


By Clemens Valens 

(Elektor.Labs) 


3D printed proteins. The red 
one is the enemy molecule 
produced by the cancer cell, 
the white proteins try to 
catch the red one. 


The silicon keypad created 
by Frangois-Xavier Dufour. 


In the June 2014 edition of this column I 
expressed my doubts on the usefulness of 3D 
printing, or, to be more precise, on the usefulness 
of the objects produced by 3D printer enthusi- 
asts, and I asked you to send me examples of 
home-made 3D printed things that you believe 
are useful. Some people took up the challenge 
and sent me photos of (and links to) the fruit of 
their work. This showed me two things: first of 
all, the word "useful" does not mean the same 
to everybody and second, the diversity of appli- 
cations for 3D printing is huge. Have a look at 
the entries posted on Elektor.Labs [1] and see 
for yourself how our members use 3D printing 
to restore World War I aircraft, create realistic 
models of everyday objects for model trains or to 
make tools and custom parts for their projects. 



Useful, but on a limited scale at best. 

Recently at the MakerSpace56 Fablab in Vannes 
(France, not far from where I live), where 3D 
printing seems to be one of the main occupa- 
tions, I came across an application that was new 
to me: 3D printing of molecules. Not at their real 
size of course, but enlarged models of molecules. 
The goal was to visualize a protein that is (going 
to be) used to trap another protein produced by 
cancer cells. Now this is what I call useful, using 
3D printing to create something that can help 
solving a problem that touches many people. A 
few months ago I assisted at a 3D printing con- 
test/event organized by RS Components where 
the goal was to invent just such a 3D printable 
object. The outcome of this event was, I felt, 
a bit disappointing and I am sure that had this 
anti-cancer protein had been presented here, it 
would have beaten the competition hands down. 
As did the RS event and many other 3D print- 
ing attempts that I have witnessed, the protein 
project also showed that 3D printing still has 
a long way to go before it will be the common 
household tool that the experts say it will once 
be. For now 3D printing is expensive, very slow 
and more often goes awry than right. 

In the article mentioned at the beginning I also 
promised a prize for what I felt would be the best 
submission. Since the protein did not participate 
in this mini contest, I elected Frangois-Xavier 
Dufour as the winner. He showed (me) how he 
uses 3D printing to create molds for silicon key- 
pads [2]. The usefulness of this application is of 
course debatable, but I found the idea refresh- 
ing of using 3D printing as an intermediate step 
in the process of making an object instead of as 
the final step. Also, I like rubber keypads. Con- 
gratulations, Frangois-Xavier! 

( 140048 ) 

[1] www. elektor-labs. com/node/4056 

[2] www. elektor-labs. com/node/4104 


If you want, you can still send pictures of your useful 3D printed objects to labs@elektor.com or you can post them yourself as a contribution to 
the special page on Elektor.Labs [1]. 
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What would today’s rock and pop music be without electric lead and 
bass guitars? These instruments have been setting the tone for more 
than sixty years. Their underlying sound is determined largely by their 
electrical components. But, how do they actually work? This book 
answers many questions simply, in an easily-understandable manner. 

For the interested musician (and others), this book unveils, in a simple 
and well-grounded way, what have, until now, been regarded as manufac- 
turer secrets. The examination explores deep within the guitar, including 
pickups and electrical environment, so that guitar electronics are no 
longer considered highly secret. With a few deft interventions, many 
instruments can be rendered more versatile and made to sound a lot 
better - in the most cost-effective manner. 
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By 

Wolfram Pioch 

(Germany) 


Elektor reader Wolfram recently received on loan 
an Atmel ICE Programmer/Debugger to review 
(see elsewhere in this edition). Testing did not 
go as smoothly as he hoped. He wrote to us: 




The second time I pushed the micro-USB plug 
into the Atmel ICE box it went in very easily, way 
too easily! In fact there didn't seem to be any 
resistance to the plug at all. A closer look showed 
that the socket in the case opening was missing. 
I am usually very careful handling equipment on 
loan but it looks at though I have managed to 
break the connector just with gentle pressure. 
Things are not looking good, I am supposed to 
be reviewing this piece of kit and I've busted it 
already before I've even had a chance to turn the 


coffee machine on. 

O 

i 


The obvious solution would 
be to get on the phone and 
arrange a replacement but 
my hacker instincts kick in 
and I reach for a screw- 
driver. Inside wasn't a 
pretty sight (Figure 1); 
the connector had become 
detached and taken with 
it the earth pads on either 
side of the connector and 
the track to the second pin 
from the right in the photo. 
The big earth pad under the 
connector had no solder on 
it at all, just unmelted spots 
of adhesive put there during 
the component mounting 
stage. Looks like a reflow 
failure. 

In any case the fixings just 
couldn't withstand the pres- 
sure of inserting the plug. 
If the remaining good PCB 
tracks had been properly 
attached to the connector 
pins they too would proba- 
bly be ripped off by the plug 
when I pushed it home. 
Worth the hassle of repair- 
ing? As it stands the board 
is pretty much useless but 
with a hot soldering iron 


and a few lengths of wire I think I can probably 
resurrect it. 

The repair took a bit longer than I expected. The 
connector pins are so close together that even 
with the thinnest soldering bit it's difficult to make 
a joint without soldering the neighboring pins as 
well. With all the wires connected to the socket 
I gave each a gently tug to make sure the joint 
was secure. Two came adrift so I had to repeat 
the whole process again: first desolder, clean and 
then resolder the five wires in a sequence from 
left to right. With all five secure I took a good 
look with a magnifying glass to make sure there 
were no obvious shorts. 

Now to line up the socket in its original position 
it was necessary to put a 180° bend in the wire 
which of course resulting in another wire break- 
age and resolder sequence. Now I refit the PCB 
and connector back into the case which resulted 
in... you guessed it. All I can say is by the end I 
got pretty good at soldering tiny bits of wire onto 
tiny connector pins. The connector was eventu- 
ally fitted into its original position using lots of 
hot glue to hold it firmly to both the case and 
PCB (more on the case than the PCB). I admit 
the finished repair (Figure 2) doesn't look too 
pretty. Call me superstitious but I know if I make 
an effort to tidy it up and get it looking neat the 
greater the chances are I will need to take it 
apart again for repair. 

To test out the mend I didn't want to risk dam- 
aging the PC's USB port so I gingerly plugged the 
cable from the ICE into a USB hub connected to 
the PC. When I powered it up there was a bright 
red glow, not from the board or the hub but from 
the power-on LED. I hooked up the target system 
with the ICE cable and it all worked fine. 

Once it was back in its case I fixed the cable 
to the case with some more hot glue to reduce 
strain on the connector. I thought it best to stick 
a label to the side of the case with the warning 
"Use at your own risk!" 

How long is the fix likely to last? For sure it has 
already lasted longer than it did in its original state. 
Over coffee I began to wonder why the Atmel 
ICE is also available individually ('PCBA Kit') and 
why Atmel Studio 6.2's Help file gives details on 
opening the case... 

( 140274 ) 
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The Convenient All-in-One Solution 

for Custom-Designed Front Panels & Enclosures 



You design it 

to your specifications using 
our FREE CAD software, 
Front Panel Designer 


We machine it 

and ship to you a 
professionally finished product, 
no minimum quantity required 


• Cost effective prototypes and production 
runs with no setup charges 

• Powder-coated and anodized finishes in 
various colors 
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DLP-USB1232H: USB 2.0 UART/FIFO 
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• Royalty-free, robust USB drivers 

• No in-depth knowledge of USB required 

• Standard 18-pin DIP interface; 0.6x1 .26-inch footprint 



DLP-I08-G 

8-Channel Data Acquisition 

Only 
$29.95/ 

• 8 I/Os: Digital I/O 

Analog In 
Temperature 

• USB Port Powered 

• Single-Byte Commands 



DLP-IOR4 

4-Channel Relay Cable 

DLP-THIb 

Temp/Humidity Cable 


DLP-RFID1 

HF RFID Reader/Writer 


DLP-FPGA 

USB-to-Xilinx FPGA Module 



www.dlpdesign.com 
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Addressable RGB 30-LED Strip, 
5 V, 1 m (WS2812B) 

ITEM #2546 
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95 


Waterproof, individually addressable LED strip that runs on 5 V. Can be 
chained to form longer strips or cut for shorter sections. Other lengths 
and LED densities available. 


37D mm Metal 
Gearmotors 



• Several gear ratios stocked 

• Versions with integrated 
encoders also available 



Step-Up/Step-Down 
Voltage Regulator 
S18V20ALV 

ITEM #2572 


• 3 V to 30 V input 

• Adjustable 4-1 2 V output can be 
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• 2 A typical max output current 
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Mini Maestro 12-Channel 
USB Servo Controller 

ITEM #1352 

$ 29 95 


• USB, serial, and internal scripting 
control 

• 6-, 1 8-, and 24-channel versions 
also available 




Sub-Micro 

Servo 

ITEM #1053 


3.7 g 

Specs at 6 V: 

• 6 oz-in 

• 0.07 sec/60° 


Zumo Robot for Arduino, vl .2 

(Assembled with 75:1 HP Motors) 

ITEM #2510 

$9995 




Arduino-controllable tracked robot small enough for mini-sumo (less 
than 1 0 cm x 1 0 cm) and flexible enough for you to make it your own. 
Individual parts and kit version also available — build your own 
configuration! 


Finding the right parts for your design can be difficult, but 
you also don't want to spend all your time reinventing the 
wheel (or motor controller). That's where we come in: 
Pololu has the unique products — from actuators to 
wireless modules — that can help you take your design 
from idea to reality. 


Find out more at: www.pololu.com 
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Chip Tip: 

MagI 3 C-VDRM 

A voltage regulator and then some... 


By 

Viacheslav Gromov 

(Germany) 


What are your first thoughts when someone mentions voltage regulators? May- 
be you think of voltage stability problems or spurious electrical noise or the extra 
circuitry you need to add to protect the regulator from external influences. Maybe 
you think how their design has matured over the years: regulators are now small- 
er, better designed and more efficient. The process is ongoing and there is still 
room for improvement especially with respect to their low-power performance. 
Here we take a look at an example of a new family of step-down converters based 
on the VDRM concept (Variable Step Down Regulator Module). 



Figure 1. 

The regulator uses a 
T0263-7EP package. 


sive components and books on ana- 
log component technology. Wurth's 
new family of voltage regulators 
are not what you would call 
cheap, but they add weight 
to the old adage that you 
only get what you pay for. 


The regulator ICs incorporate 
the inductive components and have 
many safety features and protection cir- 
cuits built-in. This leads to a smaller PCB foot- 
print and better design reliability with guaran- 
teed efficiency. If you are keen to get your hand 
on samples an outlay of around $35 / €25 will 
get you three modules of your choice. For test 
purposes and evaluation the company has also 
made available an evaluation board which retails 
in the higher price bracket. 


The so-called 'power module' 
that we are looking at here comes 
from the German company Wurth 
Elektronik. The company has already earned a 
good reputation for producing high quality pas- 


Table 1. Data on the different types. 


Type 

V- 

V„ut 

^out 

^out 

Switching 

frequency 

Internal 

inductance 

Evaluation Board 

Part No 

WPMDH1 20060 1JT 

6 to 42 V 

0.8 to 6 V 

2 A 

12 W 

0.2 to 0.8 MHz 

10 pH 

178 020 601 

WPMDH1102401JT 

6 to 42 V 

5 to 24 V 

1 A 

24 W 

0.2 to 0.8 MHz 

15 pH 

178 012 401 

WPMDM1500602JT 

6 to 36 V 

0.8 to 6 V 

5 A 

30 W 

0.812 MHz 

3.3 pH 

178 050 601 

WPMDH1152401JT 

6 to 42 V 

5 to 24 V 

1.5 A 

36 W 

0.2 to 0.8 MHz 

15 pH 

178 012 402 

WPMDH1 30240 1JT 

6 to 42 V 

5 to 24 V 

3 A 

72 W 

0.2 to 0.8 MHz 

10 pH 

178 032 401 
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Rigol DS1000E Oscilloscopes 

2 channels, 50/100 MHz, 1 GSa/s sample 
rate, 1 million measurement points memory, 
USB, LAN, easy measurement features, 

3 years warranty -C OQO 
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incl. EU wide free shipping 


Figure 2. The difference of FDRM and VDRM to normal regulator ICs and modules. 


Meet the family 

The family of regulators provides solutions to cover a wide range of power and volt- 
age requirements (see Table 1). There should be a version suitable for almost all 
circumstances. A free brochure is available from Wurth [1] containing more infor- 
mation to help choose the optimal version for your application, altogether there are 
five different types available, all using the same T0263-7EP package outline (Fig- 
ure 1). The regulator's efficiency peaks at 97% but is, amongst other things depen- 
dant mainly on load. The main difference between this family and the FDRM devices 
(Fixed Step Down Regulator Module) apart from the obvious fact that these have 
an adjustable output voltage, is mainly that they have integrated input and output 
capacitors within the package (see the overview in Figure 2). Each device incorpo- 
rates circuitry to protect against over-voltage and under-voltage as well as excessive 
output current and operating temperature above 165 °C. All of these mechanisms 
contribute to make for an uncomplicated integration into your design. 



Figure 3. Internal circuit of a VDRM (excluding the WPMDM1500602JT). 
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The insides 

The VDRM type of regulator can be configured 
with a voltage divider network (see Figure 3) 
R ent and R enb at the EN input determine the lower 
threshold below which the circuit shuts down. 
This UVLO feature (Under Voltage Lockout) offers 
protection, for example to rechargeable batteries 
that could be damaged by discharging them too 
deeply. The value of capacitor C ss at input SS 
controls the soft-start behavior. The regulator's 
switching frequency can (with one exception) be 
set by the value of resistor R 0N at pin RON in the 
range from 0.2 to 0.8 MHz. 

The exception is the type WPMDM1500602JT, 
which allows many regulators to be clocked from 
the same source. On this model the RON pin has 
been replaced by the SYN pin to which an exter- 
nal clock in the range of 0.65 to 0.95 MHz can 
be connected. With this pin tied to ground the 
chip defaults to an internal clock of 0.812 MHz. 
The output voltage is defined by resistor val- 
ues R fbt and R fbb which form a voltage divider 
network at feedback pin FB. The data sheet [1] 
includes a formula to calculate their values and 
a table of resistor values together the generated 
output voltage. 

And the outsides 

The regulator can operate at a temperature 
ranging from -40 to 125 °C. Switch regulators 
require suitably sized capacitors at their input 
and output to help filter and reduce electrical 
noise. Just like other types of regulator the capac- 


itors used should have a small ESR value. Multi- 
layer ceramic with X7R- and X5R dielectric are 
recommended as are tantalum capacitors. As 
you can see in Table 1, the input voltage range 
and switching frequency (ignoring the exception 
referred to above) are all the same. Referring to 
the block diagram in Figure 2 you can see how 
the internal inductors and the external capacitors 
are connected. The internal MOSFET transistors 
(which on conventional switch regulators would 
be external devices) are also shown. 

The data sheet includes tips on PCB layout which 
you should pay attention to if you want the power 
supply to generate the lowest levels of electro- 
magnetic interference. It is important that the 
earth pad on the regulator makes good contact 
with ground and that the feedback conductor is 
as short as possible. When your application calls 
for standard supply voltage levels you can use 
the FDRM variants which have a fixed output 
voltage and smaller package outline and which 
also incorporate the input and output capacitors. 

The company also produces evaluation boards so 
that you can quickly start to explore the proper- 
ties of these devices in more detail on your test 
bench (Figure 4). 

( 130579 ) 

Web Link 

[1] http://katalog.we-online.de/de/pm/ 
MagIC-VDRM 


Figure 4. 

The evaluation board. 
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One for All 

The new Atmel-ICE 
Debugger/Programmer 



By 

Wolfram Pioch 
(Germany) 


At the last Embedded World Expo Atmel announced a new low-cost Programmer/ 
Debugger suitable for the full range of AVR controllers including Xmega and the 
ARM-Cortex based controllers. We took a closer look at this interesting little box. 


Figure 1. 

The basic variant is supplied 
with a cable fitted with a 
10-pin (.05 inch pitch) and 
6-pin box-header. 


Figure 2. 

The 'Full Kit' includes this 
Squid cable with individual 
sockets and an adapter 
board. 



The Atmel-ICE (In Circuit Emulator) is the latest 
Programmer/Debugger from Atmel. It can't dis- 
guise its heritage; the cased version has the same 
dimensions (85 x 55 x 16 mm), as the existing 
JTAGICE3 AVR debugger. Connection to system 
under test is via a ribbon cable which connects 
to the Atmel ICE via a 50-mil pitch, 10-pin box 
header. The other end has connection options 
which allow it connect to AVR development and 
prototyping boards. 

The Atmel-ICE is suitable for use with more pro- 
cessors than the standard Atmel ATmega/Xmega/ 
ATtiny range. The company has already demon- 
strated how its development software 'AVR Stu- 
dio' has now integrated support for proprietary 
ARM-Controllers (hence the name change from 
'AVR Studio' to 'Atmel Studio'). 

The Atmel ICE is now a 'one size fits all' solu- 
tion for microcontroller software development. 
A second 10-pin ('SAM') connector provides 
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programming and debugging support for ARM 
controller systems such as the SAM3X8E (ARM 
Cortex M3) used on the Arduino Due board. A 
comparison with the alternative Atmel debugging 
tools is given in the table. When programming 
ARM-based controllers it can be seen that the 
maximum clock frequency of the Atmel-ICE is 
significantly less than the alternative SAM-ICE 
debugger. 

Adapter 

The Atmel ICE comes in three variants: The PCBA 
kit is the board without any case, the Basic Kit 
has a case and a ribbon cable and the Full Kit has 
the ribbon cable, an adapter board and a flying 
lead mini 'squid'. We were fortunate enough to be 
supplied with one of the first examples of the kit 
by the German distributor Ineltek [1]. The full kit 
retails at just over £60 and the most basic board 
version costs about a third of that, all variants 
are stocked by Newark/Farnell. 

The basic kit is supplied with a ribbon cable (Fig- 
ure 1). This has two 50 mil (1.27 mm) pitch 
10-way box header connectors. This fits, for 
example the debug pin header on an Arduino 
Due. At the cable-end six of the ribbon leads are 
connected to a six-way (100 mil pitch) female box 
header which connects to the popular SPI connec- 
tor used by many Atmel processor boards. It is 
also usable as a PDI connector on Xmega boards. 

The full kit includes an adapter board and another 
ribbon cable (Figure 2) with 10 individual socket 
headers (the Squid Cable). The board has a 
20-way socket header (0.1 inch pitch) for a SAM- 
JTAG or SWD interface (like the SAM-ICE). Apart 
from this there is the familiar 10-way JTAG con- 
nector (0.1 inch pitch) for AVR and also a 6-way 
connector with ISP, PDI, debugWire and aWire 
signals. The pins on this connector are pitched 
at 0.05 inch (1.27 mm) which makes for a small 
programming/debug interface on small PCBs. 
An overview of all the possibilities with the new 
tools can be found at [2]. 

The Atmel ICE connects to a PC via a USB cable. 
During testing the micro-B USB connector on the 
board broke away and we had to make a quick 
DIY repair (see separate article). 

This seems to be a general problem with micro 
USB sockets which are usually just soldered into 
position. A normal sized USB-B socket would cer- 




tainly stand up better to the rigors of a typical 
test and development environment. 

Software 

The new Atmel-ICE is supported by version 6.2 
of Atmel studio. This latest version [3] must be 
installed in the PC before the Atmel-ICE is first 
used. Now when the emulation USB cable is 
plugged into a free PC port it will be automati- 
cally recognized and the correct USB driver will 
install. In Studio 6.2 you can see that the ICE 
has been recognized by the software. 

Under 7 View ' 'Available Atmel Tools' open a win- 
dow as shown in Figure 3. This allows you to 
check that the ICE is running the latest firmware 
version. A right click on the mouse produces a 
pop up menu where you can select 'Upgrade' 
(Figure 4). When the ICE firmware is not the 
latest version a message Figure 5 indicates that 
it needs to be updated before continuing. 

Before you can think about debugging the soft- 
ware in a project you need to first check that 
the ICE is communicating with the processor. 
We tested the ICE on three systems using dif- 
ferent processors. 

First off we hooked up an ATMega32 on an 
STK500 development board (Figure 6). Using 
the basic cable the Atmel-ICE is connected to the 


Figure 3. 

Tool selection. 


Figure 4. 

Check the firmware version 
with 'Upgrade'. 


Figure 5. 

The firmware needs 
updating. 
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Figure 6. 

ATmega32 programming 
with an STK500 board. 



Figure 7. 

First select the Atmel-ICE... 


Device Programming 


Interface 

▼ | ISP ^ Apply | 


Atmel-ICE 

J41800002545 


| Simulator 


Tool 


Device 


Atmel-ICE 


▼ ATmega32 


JTAGICE3 [Disconnected] 
J30 2000 14884 


itmel-ICE (J41800002545) - Device Programming 


Tool 

Device 

Interface 

Device signature 

Target Voltage 

| Atmel-ICE 

ATmega32 

▼ | ISP Apply | 

|0x 1E9502 

Read | | 3,2 V Read | 


*1 


Interface settings 
Tool information 


pISP Clock 

-> 


240 kHz 


Device information 
Oscillator Calibration 
Memories 


The ISP Clock frequency must be lower than 1/4 of frequency the device is operating on. 


Set 


Figure 8. 

... then the processor and 
interface. 


processor-dependent pin header of the STK500. 
The ribbon cable is arranged so that the red wire 
(pin 1) fits to the side marked '1' on the STK pin 
header with the keyway of the 6-way connector 
uppermost. 

In Atmel Studio in the programmer we selected 
'Available Atmel Tools' 'Atmel ICE' 'Device-Pro- 


gramming'. Alternatively you can click on the 
button with a picture of a chip and lightning bolt 
in the tool bar. 

Now with the ' Device Programming' window open 
click on Too/' to select the Atmel-ICE option (Fig- 
ure 7) and then choose the target processor 
under Device (we chose ATmega32) and ISP for 
the Interface. Once these options have been 
selected, click the ' Apply ' button. Next under 
' Interface Settings' in device programming (Fig- 
ure 8) you can select the ISP clock to be around 
240 kHz; this should not be any faster than one 
quarter of the processor clock frequency. Don't 
forget that a brand new processor fresh from the 
factory will be initially configured to run from its 
internal RC oscillator at around 1 MHz. 

An ISP clock of 240 kHz will therefore be valid 
and later, when the fuses have been configured 
to choose a faster processor clock rate, the ISP 
clock can also be increased correspondingly. 

To make first contact with the processor click 
on 'Read' under ' Device signature' (Figure 9). 
When this produces no error message you can be 
confident you have selected the correct processor. 

Xmega 

Next in line for testing is the Xmegal92A3 fitted 
to an STK600 board. This uses the PDI interface. 
The box header on the ribbon cable is fitted to 
the SPI/PDI pin header (Figure 10). The pro- 
grammer set up is handled the same way as in 
the previous ISP set up only this time the 'PDI' 
interface option is selected. The PDI clock fre- 
quency has a maximum frequency of 7.5 MHz. 
The Xmega can also be programmed via a JTAG. 


Main features of the Atmel-Debugger range 


AVR ONE! 

JTAGICE3 

Atmel-ICE 

SAM-ICE 

Interface 

SPI,PDI,TPI 

debugWire 

JTAG 

SPI,PDI,TPI 

debugWire 

aWire 

JTAG 

SPI,PDI,TPI 

debugWire 

aWire 

JTAG/SWD 

JTAG/SWD 

SPI Clock 

32 kHz - 32 MHz 

8 kHz - 1.8 MHz 

8 kHz - 5 MHz 


JTAG Clock 

32 kHz - 32 MHz 

32 kHz - 15 MHz 

32 kHz - 7.5 MHz 


PDI Clock 

32 kHz - 32 MHz 

32 kHz - 10 MHz 

32 kHz - 7.5 MHz 


dW Baudrate 

not applicable 

4 kbit/s- 0,5 Mbit/s 

4 kbit/s - 0.5 Mbit/s 


aWire Baudrate 

not applicable 

7.5 kbit/s - 7.5 Mbit/s 

7.5 kbit/s - 7 Mbit/s 


SWD Clock 



32 kHz - 2 MHz 

0-8 MHz 
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For this option the Atmel ICE cable is plugged 
in to the JTAG connector on the STK600 card 
(Figure 11). This time we choose the 'JTAG' 
option and this gives us a maximum clock speed 
of 7.5 MHz. 

Finally we tried the Atmel ICE on an Arduino Due 
board (ATSAM3X8E). The basic ribbon cable is 
used here, plugged into the 10-pin debug inter- 
face with the red identifier cable nearest the cen- 
ter of the Arduino board (Figure 12). The other 
end plugs into the SAM connector on the ICE. 
Accidentally plugging it in to the AVR connector 
will not cause any damage. The green LED on the 
debugger lights up when the cable is correctly 
fitted. The ICE connector will not hinder the fit- 
ting of shields to the Arduino board. 

The processor type ATSAM3X8E for the Arduino 
Due is specified in the Interface-Settings of the 
Programmer. Note that the 'SWD' (Serial Wire 
Debug) option must be used here, the 'JTAG' 
will not work. The maximum clock frequency is 
(unfortunately) just 2 MHz. 

Debugging 

There is now nothing stopping us debugging a 
finished AVR or ARM project. Now we get to test 
the new SAM interface. As a first try out we rec- 
ommend using a suitable example from the Atmel 
Studio and adapting it to your needs. Here we 
will demonstrate the procedure using an Arduino 
Due. We won't use an Arduino Sketch but instead 
a 'pure' C program. In the next installment we go 
on to show how Atmel Studio is used to develop 
and debug an Arduino Sketch. 

To start off we select 'File' 'New' 'Example proj- 
ect'. A window opens where we select 'SAM3, 
32-bit' as a Device Family and ' Applications' in 
the Category textbox. In the list of options now 
available we click on 'Getting-Started Application 
on SAM - Arduino Due/X' (Figure 13). Further 
options below allow you to change the project 
name and the location. We keep the default name 
and select the directory as 'D:\ATMEL ICE'. Now 
confirm the selections with 'OK' and check you 
agree to the license terms and conditions, now 
Atmel Studio announces that project has been 
created. 

To the right we see the Solution-Explorer (Fig- 
ure 14), it shows the project structure. A click on 
the 'main.c' entry opens the corresponding file. 


A right mouse click on the project name 'GET- 
TING-STARTED1' or in the main menu ' Project ' 
'GETTING-STARTED 1 Properties'. (ALT-F7) opens 
the project properties page. 

Now with 'Dewce'tab the type of processor can 
be changed and the 'Tool' tab allows you spec- 


Device signature 

Target Voltage 

|0xlE9502 

Read | | 3,2 V 

Read | 


Figure 9. 

It's a good sign when you 
are able to read the Device 
signature. 



Figure 10. 

Xmega programming via 
PDI. 


Atmel-ICE (J41800002545) - Device Programming 


Tool 

Device 

Interface 


Device signature 

Target Voltage 

a] 

| Atmel-ICE 2 ] 

ATxmegal92A3 ▼ 

| JTAG 2 } 

Apply | 

| Ox 1E9744 

Read | | 3,3 V 

Read | 




Interlace settings 
Tool information 

Device information 


p JTAG Clock 

J | 7,5 MHz 









Figure 11. 

The Xmega can also be 
programmed via JTAG. 


Figure 12. 

Arduino Due with the 
Atmel-ICE. 
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Figure 13. 

Choose an application 
example. 


Solution Explorer 

QlQ 

ijQ Solution 'GETTING-STARTED T (1 project) 
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Figure 14. 

Files for use in Solution 
Explorer. 


www.elektor-magazine.com 


October 2014 


65 














•Review 


Figure 15. 

Select the 'Tool' and 
debugger interface in the 
properties menu of the 
application. 


Figure 16. 

The output window. 
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Show output from: Build 
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Done executing task "RunCompilerTask" . 
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Task "RunOutputFileVeri-FyTask" 
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you want to observe this. Otherwise you will always 
see the state of the flash memory in the memory 
window at the time of the program start. 

All the other settings including those in other 
windows should not be altered at this point. 

The set up can now be saved using 'File' — 'Save 
Selected Items (Ctrl+S)' or 'File ' - "Save AH' 
(Ctrl+Shift+S) from the main menu. 

Using 'Build' ' Solution ' (or F7) will compile the 
program. We haven't made any changes to the 
code so we aren't expecting any errors and this 
is confirmed in the output window (Figure 15). 
Now with ALT+F5 the ELF file, that you can see 
in Solution-Explorer under 'output' , is loaded to 
the processor and in 'Main' points to the first line 
of code (Figure 16). Alternatively by using F5 
the program will start to run immediately after 
it has been uploaded; an LED flashes continually 
until the program is halted. 

In the main menu under 'Debug' you can jump 
to the next breakpoint and have access to all the 
usual debug functions. 


Figure 17. 

ALT-F5 halts the program at 
the first line. 


✓ 


I"// [main] 

Bint main(void) 

{ 

//! [main_step_sys_init] 

/* Initialize the SAM system */ 

sysclk_init(); 

board_init(); 

//! [main_step_sys_init] 


One final tip: When the system stops responding 
it sometimes helps if you carry out a complete 
erase ('Erase Chip' option in the 'Memories' tab 
in Device Programming). This sometimes occurs 
especially if there is a previously installed pro- 
gram in memory. 



ify the type of debugger (Atmel ICE) and inter- 
face (SWD) to be used. The tickbox 'Cache 
all flash memory except ' should be 
unchecked when the flash mem- 
ory contents will be changed 
during run time (by using 
a boot loader program 
for example) and 


In conclusion 

For a reasonably modest outlay the Atmel-ICE 
gives you the functionality of both the AVR- 
and SAM- debugger but don't forget the speed 
tradeoff. For small to medium sized projects the 
lower speed is hardly noticeable but when you are 
using larger files and working in a more intense 
software development environment the AVROne! 
with a SAM-ICE still has the edge. 

( 140275 ) 


Web Links 

[1] www.ineltek.de/en/index.php 

[2] www.atmel.com/webdoc/atmelice/index.html 

[3] www.atmel.com/tools/atmelstudio.aspx 
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Visual Basic on the 
Raspberry Pi 


c 




Microsoft* 



Utl Visual Basic 2010 Express 


Ths program is proscted by U.S. 
and International copyright lar<> 
as described in Help/Aboj:. 

© 2010 Microsoft Corporation. 

All rights ressrvsd 


By Bert van Dam 

(Netherlands) 


The Raspberry Pi is normally programmed in Python. This is a powerful and easy to 
use language, but if you are more familiar with a language such as Visual Basic then it 
is not all that straightforward to make nice graphical user-interfaces using Python. 


As an intermediate solution you could use a 
graphical template (as described in [1]), but 
it would be much more convenient, of course, 
to develop a program on a Windows PC in, for 
example, Visual Basic and then use it on a Rasp- 
berry Pi. In this way you can utilize the powerful 
computing abilities of your PC and the extensive 
graphical development environment provided by 
Visual Basic! 

Visual Basic on a PC uses .NET. This is a kind of 
common programming framework which contains 
a large collection of libraries that are available for 
use by programmers (and applications). Programs 
are compiled to an intermediate code, which 
uses .NET. This is called the Common Language 
Interface. In this way programs developed for 
one computer type can also be used on another 
one, provided it also contains .NET. Dot NET is 
developed by Microsoft and is mainly intended 


for use on Windows computers, but there are 
also variants for Linux available, of which Mono 
is the most widely used. 

In this article we install the Linux variant of .NET 
on a Raspberry Pi and, as a demonstration, run 
a Visual Basic program that was developed on a 
PC (Windows 7, 64-bit). 

What do you have to do? 

If you do not already have Visual Basic installed 
on your PC then download Visual Basic Express 
2010 from the Microsoft website [2]. There is also 
a newer version (2013) available, but because the 
Linux version of .NET always runs a little behind, 
it is better to use the Visual Basic version of 2010. 
Write a test program in Microsoft Visual Basic. 
In the download for this article [3] you will find 
the source code for a simple program with one 
button, which is named 'monotest'. When you 
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run the program you will see a window with a 
button. When you click the button the text "Hello 
World" will appear (see Figure 1). For those of 
you who don't have Visual Basic on their PC (yet), 
the download also contains the compiled version 
of this program (monotest.exe). 

Ensure that your Raspberry Pi is connected to the 
internet and install the 'mono' software package 
with the following commands: 

sudo apt-get update 

sudo apt-get install mono-vbnc 

This will take a bit of time; answer all the instal- 
lation questions with Y (yes). 

Copy the executable (the file monotest.exe) from 
your PC to the Raspberry Pi. This is very easy 
when using the program WinSCP, as is used in 
the book 'Raspberry Pi'. This program is part of 
the download for this article and does not need 
to be installed. Run the program (WinSCP.exe) 
and under 'Session' at 'Host name' enter the 
IP-address of your Raspberry Pi. Make sure that 
port 22 is selected. Now make the connection. 
When you use an IP-address for the first time in 
WinSCP you will see a warning; accept it. Sub- 
sequently go to 'Commander'. You will see an 
overview of the files on your PC (on the left) 
and on the Raspberry Pi (on the right). Find the 
executable file on the left and drag it to the RPi. 
Run the program on the Raspberry Pi with the 
command mono monotest.exe 

You can now experiment to your heart's content 
with this nice and easy method. Because you are 
developing the program on a PC, Raspberry Pi 
specific components (such as GPIO pins) are not 
easily accessed. This method is more appropri- 
ate for making nice graphical programs, such as 
games, in an easy manner. 


LjJ monotcst (Running) Microsoft Visuol Basic 2010 Express 



Figure 1. The program Monotest, opened in Visual Basic on a Windows PC. 


■9 Bert van Dam 


CZJ 

(°) 




Press Me 


Hello World 


<X Bert van Dam 




Press Me 


Hello World 


Figure 2. On the left the program on a Windows PC, on the right on a Raspberry Pi. 


Web Links 

[1] www.elektor.com/raspberry-pi 

[2] http://www.visualstudio.eom/en-us/downloads#d-2010-express 

[3] www. elektor-magazine. com/140263 



Software 

The demo program ' monotest' , the accompa- 
nying Visual Basic 2010 source code as well as 
the program WinSCP are available as a down- 
load from the Elektor magazine website [3]. This 
method has been tested with the SD-card that 
accompanies the Raspberry Pi book, but it should 
also work with the standard Raspbian Wheezy 
SD card. 

( 140263 - 1 ) 




Raspberry Pi 


Explore the RPi in 45 Electronics Projects 


Other interesting Raspberry Pi projects can 
be found in the Bert van Dam authored 
Elektor book 

'Raspberry Pi - Explore the RPi in 45 
electronics projects' [1]. 
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Upgrade legacy 8- and 16-bit designs with Cypress $4 PSoC 4 Prototyping Kit 

Embedded system design engineers looking to upgrade their 8- and 
16-bit legacy designs to a 32-bit ARM CPU can do so for 
less than a pack of AA batteries, thanks to a new PSoC® 4 
prototyping kit from Cypress Semiconductor Corp. The $4 
CY8CKIT-049 Prototyping Kit enables designers to lever- 
age the powerful 32-bit ARM® Cortex™-M0 core, pro- 
grammable analog and digital peripherals, and the industry- 
CapSense® capacitive touch-sensing technology of Cypress's PSoC 4 
architecture. The kit can be used for both prototyping and production and comes with Cypress's free, easy-to-use PSoC Creator™ Integrated 
Design Environment (IDE), which features hundreds of example projects to enable rapid product development. 

"Cypress has shattered the barrier for entry into 32-bit ARM designs with the most compelling combination of price and performance avail- 
able in the market," said John Weil, Senior Director of PSoC Marketing and Applications at Cypress. "Our new $4 prototyping kit delivers the 
industry's most mixed-signal technology per square inch compared to competing boards. Designers can use it to quickly create prototypes 
leveraging our custom hardware programmability with PSoC Creator." 

The 3.59-inch by 0.95-inch CY8CKIT-049 Prototyping Kit provides access to all of the I/Os on these PSoC 4 devices, 
allowing for fast, simple programming via an on-board bootloader through Cypress's USB-Serial Bridge Control- 
ler with a unique snap-away design. The PSoC Creator IDE complements the kit and silicon with more than 100 pre-veri- 
fied, production-ready components— free embedded ICs represented by an icon— that can be dragged and dropped into designs. 
PSoC 4 is Cypress's newest ARM-based PSoC architecture, featuring the low-power Cortex-MO core combined with PSoC's unique program- 
mable mixed-signal hardware IP. The result is the industry's most flexible and scalable low-power mixed-signal architecture. PSoC 4200 
devices feature a 12-bit SAR ADC, two opamps, two comparators, four Timer/Counter/PWM blocks, two serial communication blocks, and 
four PLD-enabled Universal Digital Blocks. Additionally, all PSoC 4 devices offer a dedicated CapSense block for fast implementation of sleek, 
reliable touch-sensing user interfaces. Designers can add CapSense touch-sensing to the CY8CKIT-049 Prototyping Kit without any external 
components by simply adding copper tape for conductivity. PSoC 4200 devices provide up to 32 KB Flash memory and 4 KB of SRAM, and 
they are available in 40-QFN, 28-SSOP and 44-QFP packages. 

The PSoC 4 Prototyping Kit is available via Cypress's Webstore (link below) and through all franchised distributors worldwide. Visit the PSoC 
4 Prototyping Kit webpage for the board schematics, example projects and the user guide. 

www.cypress.com/store www.cypress.com/?rID=92146 


Control up to 32 Thyristor Modules via RS485 



I- 


TDK Corporation has extended its BR7000 series of EPCOS power factor controllers with two new types. 
The BR7000-I-TFI controller offers 12 relay outputs for capacitor contactors and 12 transistor outputs 
for thyristor modules. The BR7000-I-TFI/S485 features an additional RS485 bus interface that allows up 
to another 32 EPCOS TSM-LC-S thyristor modules to be controlled. This bus interface also enables bidi- 
rectional communication with the thyristor modules. 

The new controllers are particularly well matched to the thyristor modules of the new TSM-LC-S series 
for dynamic power factor correction with a rating of up to 55 kvar. They detect and store key grid and 
capacitor parameters. This enables the implementation of complex PFC installations, which are also self- 
monitoring. This improves system protection and helps to increase the operating life of the capacitors. 
Features and benefits of the new devices include: 

• Controlling up to 32 EPCOS TSM-LC-S thyristor modules via an RS485 interface; 

• Bidirectional communication with the thyristor modules; 

• Display of a wide range of parameters including the harmonics. 

Both controllers already offer 20 pre-installed control series. In addition to the most important grid parameters 
such as voltage, current, frequency as well as reactive, apparent and effective power, they also measure the dis- 
tortion of current and voltage (THD-I/THD-V). The graphics display the results up to the 33rd harmonic. These 
controllers are designed for voltages of between 30 V AC and 440 V AC (L-N), or of 50 V AC to 760 V AC (L-L). 

www.epcos.com/pfc (140231-VIII) 
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Ultra-low Power FRAM 
with Texas Instruments 
LaunchPad Dev Kit 

Farnell elementl4 has announced the launch of the 
Texas Instruments MSP430 ULP (ultra low power) 
FRAM LaunchPad, a development platform which 
combines embedded FRAM (Ferroelectric Random 
Access Memory) and a holistic ultra low-power sys- 
tem architecture. The new addition to the LaunchPad 
family, MSP-EXP430FR5969— an easy-to-use Evalu- 
ation Module for the MSP4305969 microcontroller 
enables developers to reduce energy budgets, mini- 
mize product size and enable a battery-free world. 
Embedded FRAM, a non-volatile memory known for 
high endurance and high speed write access, together 
with ultra-low power makes the MSP430 suited for a 
wide variety of applications ranging from metering, 
wearable electronics, consumer electronics, the Inter- 
net of Things (IoT), industrial and remote sensors, 
home automation and energy harvesting. 

Available in this dev kit, TI's new EnergyTrace++ 
technology is the world's first debug system that 
enables developers to analyze power consumption 
down to 5 nA resolution in real-time for each periph- 
eral; this allows engineers to take control of their 
power budget and optimize software to create the 
lowest energy product possible. 





Features include: 

• MSP430 ULP FRAM technology-based 16-bit 
MSP430FR5969 MCU 

• 64KB FRAM / 2KB SRAM 

• 16-Bit RISC Architecture up to 8-MHz FRAM access 
/ 16-MHz system clock speed 

• 5x Timer Blocks 

• Analog: 16Ch 12-Bit differential ADC, 16Ch 
Comparator 

• Digital: AES256, CRC, DMA, HW MPY32 

• 20 pin LaunchPad standard leveraging the Booster- 
Pack ecosystem 




DOWNLOAD our free CAD software 
DESIGN your two or four layer PC board 
SEND us your design with just a click 








eMDresspBb.corn 




The evaluation kit comes with the essentials to get 
started fast, including on-board eZ-FET emulation for 
programming, debugging and energy measurements. 
The board features on-board buttons and LEDs for 
quick integration of a simple user interface as well as 
a SuperCap allowing standalone applications without 
an external power supply. 

The Texas Instruments MSP-EXP430FR5969 is now 
available through Farnell elementl4 in Europe. The 
boards will be priced at £14.45. Data sheets and 
application notes can be found on the product pages 
together with a range of associated accessories, and 
24/5 live tech support is available for any queries. 

elementl4@emlwildfire.com (140301-11) 
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SmartFusion2 SoC FPGA Evaluation Kit 

Microsemi Corporation announced the availability of the company's new leading-edge 
SmartFusion®2 SoC FPGA Evaluation Kit. The new SmartFusion2 Evaluation Kit is an 
easy-to-use, feature-rich, affordable platform designed to enable designers to quickly 
and easily accelerate evaluation or prototype their application. Utilizing Microsemi's 
mainstream SmartFusion2 FPGAs enables original equipment manufacturers (OEMs) 
to leverage the device's lowest power consumption in its class, high reliability capa- 
bilities and best-in-class security technology to build highly differentiated products 
that help them gain a significant time to market advantage. 

A prime example is that the SmartFusion2 Evaluation Kit allows for simplified devel- 
opment of transceiver I/O-based FPGA designs necessary in today's PCI Express 
(PCIe) and Gigabit Ethernet-based systems. For faster evaluation and prototyping, 
Microsemi's leading-edge evaluation board is small form-factor PCIe compliant, which 
can be used on any desktop PC or laptop with a PCIe slot. 

The kit offers a comprehensive set of features that include PCIe, Gigabit Ethernet, full-duplex SERDES SMA pairs, 
DDR memory, SPI Flash, USB On-The-Go and several expansion interfaces that create the needed flexibility for 
a wide range of application development. With purchase of the evaluation kit, developers also have access to 
Microsemi's full array of industry leading development resources such as reference designs and the ability to 
launch example application demonstrations. 

www.microsemi.com/fpgaevaluationkit (140301-IV) 



Parallax Propeller Released as Open Source Design 

Parallax Inc. has released their source code design files for the Propeller 1 (P8X32A) multicore microcontroller among the 13,000+ attendees 
of the DEF CON 22 Conference in Las Vegas where their chip is also featured on the conference's electronic badge. Parallax has long-believed in 
openly sharing product designs for the benefit of its users and the development community. CEO Ken Gracey anticipates this release will inspire 
developers the same way Parallax founder Chip Gracey was motivated when he taught himself to program computer systems in the early 1980s. 
Hobbyists, engineers, and students may now view and modify the Propeller Verilog design files by loading them into low-cost field program- 
mable gate array (FPGA) development boards. The design was released under 
the GNU General Public License v3.0. 

With the chip's source code being available, any developer may discover what 
they need to know about the design. The open release provides a way for 
developers who have requested more pins, memory or other architectural 
improvements to make their own version to run on an FPGA. Universities who 
have requested access to the design files for their engineering programs will 
now have them.The Propeller multicore microcontroller is used in develop- 
ing technologies where multiple sensors, user interface systems, and output 
devices such as motors must be managed simultaneously. Some primary 
applications for Parallax's chip include flight controllers in unmanned aerial 
vehicles, 3D printing, solar monitoring systems, environmental data collec- 
tion, theatrical lighting and sound control, and medical devices. 

The decision to go open-source has positive implications for Parallax's next 
design: the Propeller 2. In recent years the community contributed the com- 
pilers, multi-platform programming tools and languages for the Propeller 1. 

Several of the Propeller 2 features were contributed and designed by com- 
munity members running binary images of the chip in an FPGA. Though a 
small supplier in the semiconductor industry, the high quality of Parallax's 
products can be attributed, in part, to their close relationship with the devel- 
opment community. 

www.parallax.com (140335-1) 
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A 1965 

Telefunken Carphone 

By Gerd Kowalewski "I'm running a little late. Schatzchen" 

(Germany) ** 



Reproduced courtesy 

Museum fur Kommunikation Frankfurt. 


Today we can grab a slim, lightweight 
mobile handset and use it to phone 
people anywhere across the globe. To 
satisfy our communication and infor- 
mation needs we carry smartphones, 
optimized for energy saving, that not 
infrequently feature multiple micro- 
processors and a high-resolution color 
display in order to go online using the 
powerful infrastructure of modern cellu- 
lar mobile networks. 


Figure 1. 

The garage find: two 
identical sized, metal, 
trunk-style cases marked 
Telefunken on what appear 
to be front panels. 


Figure 2. 

The twin equipment cases of 
the mobile telephone setup, 
together with the cable 
assembly 


I 






Today these little electronic companions perform 
far more than the simple voice communication of 
phones made in days gone by. We communicate 
not only the signal of our digitized speech but 
also the written word of e-mails and text mes- 
sages. We also share data files, music and pho- 
tos. What's more, we can network multimedia, 
obtain geodata for navigation and view videos 
from files of highly-compressed audiovisual con- 
tent. We engage in live streams to have virtual 
presence at any event in the world, making the 
most of the unlimited possibilities of the World 
Wide Web. 

A standard mobile handset connected to the cellu- 
lar mobile networks type D, E up to LTE has a per- 
formance that surpasses previous desktop com- 
puters by miles— using a fraction of the energy 
requirements. Today we can thank technological 
progress in general and microelectronics in par- 
ticular for these lightweight, portable gadgets 
with their substantial energy capacity providing 
us with communication capability for days on end 
before they need to have their energy replenished 
in a charging device. 

In the process we frequently overlook the fact 
that the essential prerequisite for all this is 'the 
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clever technology behind the scenes', the infra- 
structure systems of the mobile radio networks. 

Garage find 

The discovery of a VHF personal mobile radio 
(PMR) device that today is very rare (on account 
of the comparatively small number made) aroused 
the author's curiosity and provided the motiva- 
tion for taking a backwards look at the origins 
of the history of mobile radio networks in his 
country, Germany. 

In the estate of a deceased person, carefully 
packed in a dusty cardboard box and stored for 
decades, were found two rather unprepossessing 
and totally unspecific sheet-steel cases, on which 
the name of the renowned German manufacturer 
Telefunken was resplendent (Figure 1). 

Of course this alone was enough to arouse the 
curiosity of an electronics enthusiast. Further 
research indicated that this discovery was a 
very special treasure: an in-car transmitter-re- 
ceiver type S/E 160E15 obi B plus power sup- 
ply, selective calling (selcall) unit and even the 
complete cable harness (Figure 2), from the 
earliest days of the first German public mobile 
radio system, the A-Network of around 1960, in 
an excellent state of preservation. The intercon- 
nections between the two cases are pictured in 
Figures 3a, 3b and 4a, 4b. 

The suffix 'obL B' on the designation plate and 
the SO-239 "UFIF" connector provided the defin- 
itive evidence to the purpose of this equipment. 
The type designation of the equipment 'S/ 
E160E15' tells a lot. First, it's a receiver/transmit- 
ter (Sender/Empfanger; T/R), second, the radio 
frequency band around 160 MFIz and third, 15 
selectable communication channels out of a total 
of 17 possible in the A1 Network of that period. 
Two VFIF carrier frequencies, offset by 4.5 MFIz, 
created a duplex radio channel with support from 
base stations in elevated locations about 50 kms 
(35 miles) apart. This device, today extremely 
rare, was originally designed in the city of Ulm 
by a radio specialist company Telefunken, as a 
significantly more compact successor to the S/E 
160E11. Production, in relatively small numbers 
and assembled mainly by hand, began in 1965 
(as the official approval number indicates). 
Initially only a handful of mainly very affluent 
customers used the A-Network [1] of the public 
mobile land radio service ( offentlicher beweg - 
licher Landfunkdienst or obL) governed by the 
German Post Office. The capacity limit of its final 



Figure 3. 

(3a) Cable connections 
between the S/E 169E15 
obL B radio box and the 
ancillaries box. (3b) View 
of the connector bay on the 
radio box. 




Figure 4. 

Views of the connector area 
on the power supply unit 
STV E 6/12 (4a) and the 
selcall unit SRS-1098/12 
(4b). Ruf-Nr = selcall ident. 
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Figure 5. 

This is what the push-pull 
DC-DC converter STV E 6/12 
and selcall unit SRS-1098/12 
look like. 


Figure 6. 

Internal views of the 
transceiver. It's All- 
Transistor— well nearly! 




incarnation was reached in 1971 with the then 
barely imaginable number of 10,784 subscribers. 
This is surely one reason for the current rar- 
ity of car mobile phones of this kind. Yet there 
was also another, equally realistic reason: a car 
mobile telephone setup comprising two equip- 
ment cases for trunk mounting and a control unit 
on the dashboard cost a fortune! 

This high-tech (for the time) device weighed in at 
around 30 lb (15 kg) and was stated to consume 
only (!) 24 watts (2 A fuse) [to be verified, Ed.]. It 
was already transistorized including the push-pull 
switching HV converter in the second equipment 
case (Figure 5), but excepting the multiplier, driver 
and 10-watt PA tube in the transmitter, two of 
which were double tetrodes type 6360 (QQE03/12) 
(spot them in Figure 6). Some jumpering had to 
be done to match the kit to the electrical system 
on the vehicle (Figure 7). No, not everyone was 
on 12-volts negative chassis in the 1960s. 

The equipment would have cost a trifling DM 
6,550 excluding installation charges! [6]. This 
sum, equivalent to $33,600 / £19,630 in today's 
money, would have enhanced the value of even 
a luxury 'senior management' limousine signifi- 
cantly at the time. 

A purchase of this kind (not to mention its run- 
ning and license costs) lay beyond the means of 
a German salaried worker, with monthly stand- 
ing charges alone amounting to DM 65 ($350 or 
£205 at current values). Later the authorities 
fended off the onslaught of everyone interested 
with charges of DM 270 ($1,390 or £810). 
Clients of the mobile radio telephone service 
included not only politicians and well-off business 
people but also road maintenance and forestry 
commission teams, ground crews at airports and 
the skippers of ships traversing the inland water- 
ways of Germany. The German Federal Railways 
also exploited the network for their radiophone 
service aboard trains. 

On the Al-Network one channel was sufficient for 
around 20 to 25 subscribers, who could all cheer- 
fully hear any other user's calls. Obviously this 
had to change. The A2-Network added 19 duplex 
channels (38 carrier frequencies). Channel 39 was 
defined as the calling channel. A 2280-Hz 'channel 
clear for use' tone signifying to users that they were 
still within radio range and connected to the fixed 
telephone network, was transmitted by local radio 
base stations, together with the 1750 Hz frequency 
indicating that allocated channels were occupied. 
These tone frequencies were transmitted in the 
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communications channel. Without the 'clear' (= 
'not in use') tone from the base station a speech 
channel could not be assigned ('not in range'). 

Selective calling 

Underpinning the 7-digit call number [2], [3] of 
a mobile subscriber lay a relatively complex cod- 
ing scheme. The first and second digits repre- 
sented the so-called Subscriber Key determin- 
ing the zones within the Radio Network Maps, 
either for the Al-Network (digits 21-25, 31) or 
the A2-Network (digits 61-65, 32). The estab- 
lished idea of audio frequency signaling in the 
calling channel was integrated into a system for 
coded call signaling by means of a special scheme 
employing precise (1% tolerance) audio frequen- 
cies. The so-called Group Key [3] was encoded 
in the third digit of the mobile number. These 
digits figured in the '4 out of 30' selective call- 
ing system according to a special key table in 
which four individual frequencies were chosen 
from a total of 30 audio frequencies that stood 


for a four-digit ordinal number (digits 4 to 7 of 
the mobile radiophone number). This technique 
enabled a so-called 'continuous ringing signal' 
to be used on the calling channel for semi-auto- 
mated coded calling of a maximum of 27,405 sub- 
scribers, assuming the client's location is known 
at least roughly in advance. No roaming, trian- 
gulation, cell handover in those days. 

All this demanded extremely narrowband tuned 
circuits in the receiver that had to detect, 
simultaneously, four audio frequencies on the 
service channel (supervisory channel in tele- 
phone-speak), in a scheme using audio frequen- 
cies with f(n) = 337.5 Hz + nxl5 Hz where n = 
1... 30. Initially n = 20 sufficed for the number 
of code combinations. For the A3-Network the 
selective calling system was expanded to n = 30. 


Figure 7. Yes please? 6 volts, 12 volts or 24 volts DC 
operation? Positive or negative on chassis? Just roll in 
that VW Microbus! 
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Retronics 

80 tales of electronics bygones 

This book is a compilation of about 80 Retronics installments published in 
Elektor magazine between 2004 and 2012. The stories cover vintage test 
equipment, prehistoric computers, long forgotten components, and Elektor 
blockbuster projects, all aiming to make engineers smile, sit up, object, 
drool, or experience a whiff of nostalgia. 
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Retronics is a monthly section covering 
vintage electronics including legendary 
Elektor designs. Contributions, suggestions 
and requests are welcome; please telegraph 
editor@elektor.com 


What's in the boxes and... 

Equipment case 1 contains the VHF radio- 
telephony transmitter-receiver 160E15 obL in 
the B variant, type G 50-3. As such it includes 
all the actual communications technology of a 
remote-controlled system (by cables) with the 
following specifications: 

15 channels, out of a total of 17 duplex chan- 
nels on the Al-Network, thus 34 VHF carrier 
frequencies, crystal-controlled (> 30 crystals), in 
this instance equipped with channels. 


• CH30: 157.55 MHz / 162.05 MHz to CH44: 
158.25 MHz / 162.75 MHz. 

• 4.5 MHz offset for full duplex operation with 
50 kHz spacing. 

• Operating mode: FM (F3); 4 kHz deviation. 

• Handshake tone: 1750 Hz ±1 Hz. 

• RF transmit power: 10 W [before duplexer, 
Ed.] 

• Antenna connector: Amphenol SO-239. 

Equipment case 2 contains the STV / SRS equip- 
ment set, with the STV E 6/12 assembly, namely 
power conditioning from a 6 V/12 V/24 V vehicle 
supply with either positive or negative ground 
connection to chassis, using a fully transistorized 
DC-DC converter to generate and stabilize all of 
the operating voltages. 

Power consumption at 12.6-V vehicle battery 
voltage: 24 W (2 A fused for 12/24V). 

Also incorporated is the selcall unit SRS 1098/12 for 
frequency call signaling over the service channel. 


History of analog mobile radio in Germany 


As long ago as 1918 the first experiments with radio 
telephony began on the German railways, initially on Long 
Wave and later on the so-called "fringe wavelengths' in the 
region of 30 MHz. Beginning in 1926, passengers aboard 
express trains on the Berlin-Hamburg route could make radio 
telephone calls on a regular basis, and six years later, in 
1932, the Mitropa service company connected telephone calls 
between moving trains and ships at sea using marine radio. 
Consequently mobile radio telephony was already well 
developed before the seizure of power by the Nazis in 1933 
but these services were later suspended as a result of the war. 
In postwar Germany, initially during the occupation by the 
victorious Allied powers and the period of demilitarization, 
demobilization and denazification, the situation began to alter 
in the three western occupation zones of Germany following 
the American Marshall Plan (1947), currency reform (1948) 
and the first tough years of reconstruction. In 1949 Western 
Germany received its democratic constitution and its division 
into federal states. 

The federal German Post Office administration acquired the 
rights covering the use of radio according to international 
agreements and previous restrictions and sanctions of the 
victorious Allied powers. 

Starting in 1958, the postal administration, in those days 
still the supreme authority over all telecommunications 
in the country, consolidated the disparate radio services 
of the developing economic wonderland into the so-called 
'A-Network' (A-Netz) in the frequency band from 156 to 


174 MHz to create a "public land mobile radio service" 

( offentlicher beweglicher Landfunkdienst, obL for short). 

This system was expanded further in stages termed Al, 

A2 and A3. By 1968 coverage had reached 80 % of West 
Germany. 

Roll-out of a more efficient mobile network began in 1972 
with the Bl-Network of 38 channels. Subscriber numbers 
continued to increase strongly up to the end of the 1970s, 
despite comparably higher charges, so that under the 
constraints of the permanently limited number of spare radio 
channels, it was necessary to "recycle' the carrier frequencies 
of the A-Network to use on the new B2-Network, achieving in 
1980 a total of 75 speech channels. In the process the new 
channel spacing shrank from 50 kHz to 20 kHz, with Channel 
19 becoming the standard calling channel throughout the 
federal states. 

Thanks to multiple re-use of these channel frequencies, 
in radio cells that were spaced adequately apart from 
one another, the German Post Office effectively had 850 
frequencies for simultaneous use to accessing the fixed 
telephone network. The B-Network also made it possible for 
the first time to make a call without the need for manual 
connection by the "switchboard girl' - so long as mobile 
subscribers could establish on a map in which of the 158 
different radio zones in the federal republic they were, along 
with the appropriate dialing prefix for reaching the fixed 
network. 'Roaming' across state boundaries was not yet 
possible in those days! 
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The battery cable, the original connecting wires 
and even the old antenna coax cable complete 
with antenna base (without the whip antenna, 
however) are still present after 50 years! 
Physical dimensions of each 'trunk-box' style 
case: approx. 305 mm long x 270 mm deep 
x 85 mm tall. Total weight: 11.6 kg, including 
cable harness. Recommended in-line fusing for 
complete equipment: 15 A. 

... what's not 

Unfortunately the Control Box, typically one from 
the Becker AT400 set [4], is missing. Most likely 
it disappeared along with the vehicle in which it 
was fitted. The box (Figure 8) consisted merely 
of a couple of signal lamps, a buzzer and some 
switches, finished off with a 'Funk 70' telephone 
handset [5]. There was no need for any more, 
since the main comms functionality was contained 
inside the two apparatus cases. 

The control box alerted the user of an incoming 



Figure 8. 

The standard AT400-series 
"Becker" control box type 
for dashboard mounting. 
Still a bit unpolished! 
(courtesy and copyright 
oebl.de) 


call from the radio exchange by means of signal 
lamps and a buzzer. Additionally a green light 
showed 'system available' when a call could be 
made to the nearest radio exchange. A rotary 
switch also made it possible (in conjunction with 
a map of radio zones) to select the correct radio 
channel for the locality according to the user's 
location and the radio zone within the Federal 
Republic. Better finished control boxes appeared 
on the market later (Figure 9), as wells "auto- 


By 1986 the continually booming growth in subscriber 
numbers was pushing the B-Network, with around 27,000 
users, to its limits; the German Post Office had to order a 
block on further enrolment! 

Incidentally, the first handheld set, Motorola's Dynatac 8000 
(known in Germany as 'The Bone', with around 30 minutes 
operating time) was introduced on 13 June 1983, in other 
words more than 30 years ago! 

From 1 September 1985 the C-Network provided an 
alternative for mobile telephony in the 450 MFIz band. This 
was a 'first', offering fully automatic switching using the 
single access code 0161 across the federal republic. Also 
new was 'handover', the ability to continue a conversation 
in motion from one radio zone to the next, with it now being 
possible to determine the user's location within the radio 
network automatically. The B-Network was not taken out of 
operation until 1994. 

In its glory days the C-Network had around 800,000 users. 
Over time the monthly standing charges fell by 84 percent, 
whilst the radio equipment became significantly smaller 
and lighter, making the development of portable handsets 
possible for the first time. The C-Network persisted up until 
its switch-off in 2000. 

Today we term all the A, B and C-Networks together as first- 
generation (1st Gen. or '1G') mobile systems. Whilst the 
equipment of the first generation(s) still represented genuine 
speech devices with analog voice signal transmission, a new 
digital technology soon appeared on the horizon. 


Information Sources 

(in German but Google Chrome will translate these pages): 
http://izmf.de 

www.oebl.de/A-Netz/ANetz.html 

www.oebl.de/B-Netz/BNetz.html 

www.oebl.de/C-Netz/CNetz.html 

www.mobilfunk-geschichte.de 

http://wissen.de/die-geschichte-der-mobiltelefone 

http://de.wikipedia.org/wiki/A-Netz 

http://de.wikipedia.org/wiki/B-Netz 

http://de.wikipedia.org/wiki/C-Netz 

http://de.wikipedia.org/wiki/D-Netz 

http://de.wikipedia.org/wiki/E-Netz 

www.3gpp.org 

www.bundesnetzagentur.de/DE/Sachgebiete/Telekommu- 

nikation/Unternehmen_Institutionen/Marktbeobachtung/ 

Deutschland/Mobilfunkteilnehmer/Mobilfunkteilnehmer_ 

node.html 

http://en.wikipedia.org/wiki/ 

Universal_Mobile_Telecommunications_System 

http ://en. Wikipedia. org/wiki/LTE_(telecommunication) 

http://en.wikipedia.org/wiki/LTE_Advanced 

www.focus.de/digital/handy/mobilfunkgeschichte/ 
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The Author 

In his youth, Gerd Kowalewski started collecting and repairing tubed TV sets and other 
stuff. Later, slightly educated, he studied Electrical Engineering and joined the start-up 
company CPV initially designing datacomms equipment, and eventually handling Product 
Development & Far Eastern Productions. He spent several years in the electric vehicle (EV) 
business and instrumentation. Next, think-tanking Mannesmann Pilotentwicklung ( mpe ), 
Munich, resulted in some patents. After running his own mini business GK Electronic 
Consulting ( GKEC ) for 10 years, health reasons forced an early retirement. Today, having 
read Elektor magazine for 40 years Gerd has a continued interest in tricky circuit designs 
and efficient HW solutions— as well as in all scientific advances, future or past. 



matic" ones (Figure 10). Besides an indication 
of radio fieldstrength some really deluxe versions 
also showed the voltage of the vehicle battery, as 
so many people forgot to switch off the radio set 
when leaving the car. The speech apparatus was 
a telephone handset very similar to that used with 
the standard 'W48' instrument used widely on 


Figure 9. 

Special version of the 
earphone control box for 
the Mercedes W108/W109 
dashboard. Merc fans in 
California, Texas, Florida, 
Nevada, eat your hearts 
out. (courtesy and copyright 
oebl.de) 



Figure 10. 

"Automatik" or "deluxe" 
versions of the control 
box soon superseded the 
standard version. 



Information Sources 

(in German but Google Chrome will translate these pages): 

[1] www.oebl.de (a remarkable private collection assembled by Stephan 
Hessberger) 

[2] www.oebl.de/A-Netz/Technik/Technik.html 

[3] www.oebl.de/A-Netz/Technik/Tabelle.html 

[4] www.oebl.de/A-Netz/Geraete/becker/AT400/AT400.html 

[5] www.oebl.de/sonstiges/Hoerer/hoerer.html 

[6] www.oebl.de/A-Netz/Doku/AT400_Angebot.JPG 


the landline network [5]. The handset, together 
with the control box, was normally attached to 
the vehicle's dashboard next to the car radio (or 
else beside the VIP in the back of the car). 
Control boxes of this kind could be had not only 
from Telefunken but also from other suppliers, 
such as the German firm Becker, presumably 
on account of pre-existing supply arrangements 
between the 'premium' car manufacturers of 
the time (Mercedes-Benz and the former Opel 
AG) and the established suppliers of automobile 
radios (which in those days went under the name 
'Autosuper'). 

Summing up 

This Telefunken S/E 160E15 obL demonstrates 
clearly— particularly to members of the younger 
generation— how rapidly mobile radio has devel- 
oped in Germany within the space of only 50 
years or so. 

Without the development effort of the radio net- 
works that have constantly underpinned them, 
beginning with the A-Network of land mobile radio 
all the way to today's broadband systems of the 
current Long Term Evolution (LTE), each mobile 
radio telephone would amount to nothing more 
than a collection of electronic components. Truly 
a long-standing evolution! 

The equipment I was fortunate to find appears to 
be capable of operation but has not been tested 
so far, as a competent restorer would undoubt- 
edly first change some capacitors, either reform- 
ing or replacing them, before even powering up 
anything, in order to avoid causing any dam- 
age. A technical museum, collector or restorer 
can probably start on the equipment using the 
information collated here. The system was put 
up for sale on Ebay and meanwhile found a good 
home with a private collector. 

( 140268 ) 
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ORDERING INFORMATION 

To order, contact customer service for your region: 

USA / CANADA 

Elektor US 

111 Founders Plaza, Suite 300 
East Hartford, CT 06108 
USA 

Phone: 860.289.0800 
E-mail: service@elektor.com 

Customer service hours: 

Monday-Friday 8:30 AM-4:30 PM EST. 

UK / ROW 

Elektor International Media 

78 York Street 

London W1H 1DP 

United Kingdom 

Phone: (+44) (0)20 7692 8344 

E-mail: service@elektor.com 

Customer service hours: 

Monday-Thursday 9:00 AM-5: 00 PM CET. 


PLEASE NOTE: While we strive to provide the best 
possible information in this issue , pricing and availability 
are subject to change without notice. To find out about 
current pricing and stock , please call or email customer 
service for your region. 

COMPONENTS 

Components for projects appearing in Elektor are usually 
available from certain advertisers in the magazine. If 
difficulties in obtaining components are suspected, a 
source will 

normally be identified in the article. Please note, however, 
that the source(s) given is (are) not exclusive. 


TERMS OF BUSINESS 

Shipping Note: 

All orders will be shipped from Europe. Please allow 2-4 
weeks for delivery. 

Returns 

Damaged or miss-shipped goods may be returned for 
replacement or refund. All returns must have an RA #. 

Call or email customer service to receive an RA# before 
returning the merchandise and be sure to put the RA# on 
the outside of the package. Please save shipping materials 
for possible carrier inspection. Requests for RA# must be 
received 30 days from invoice. 

Patents 

Patent protection may exist with respect to circuits, 
devices, components, and items described in our books, 
magazines, online publications and presentations. Elektor 
accepts no responsibility or liability for failing to identify 
such patent or other protection. 

Copyright 

All drawings, photographs, articles, printed circuit boards, 
programmed integrated circuits, discs, and software 
carriers published in our books and magazines (other 
than in third-party advertisements) are copyrighted 
and may not be reproduced (or stored in any sort of 
retrieval system) without written permission from Elektor. 
Notwithstanding, printed circuit boards may be produced 
for private and educational use without prior permission. 

Limitation of liability 

Elektor shall not be liable in contract, tort, or otherwise, 
for any loss or damage suffered by the purchaser 
whatsoever or howsoever arising out of, or in connection 
with, the supply of goods or services by Elektor other than 
to supply goods as described or, at the option of Elektor, 
to refund the purchaser any money paid with respect to 
the goods. 


MEMBERSHIPS 

Membership renewals and change of address should be sent to the Elektor Membership Department for your region: 


USA / CANADA 

Elektor USA 

P.O. Box 462228 

Escondido, CA 92046 

Phone: 800-269-6301 

E-mail: elektor@pcspublink.com 


UK / ROW 

Elektor International Media 

78 York Street 

London W1H 1DP 

United Kingdom 

Phone: (+44) (0)20 7692 8344 

E-mail: service@elektor.com 


O Do you want to become an Elektor GREEN or GOLD Member 
or does your current Membership expire soon? 

Go to www.elektor.com/member. 
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Hexadoku The Original Elektorized Sudoku 

Fall's a great time to take stock of projects finished, underway, or 'best abandoned' within your workshop. Time also 
to close that door and get your mind around a puzzle. Go ahead, find the solution in the gray boxes, submit it to us 

by email, and you automatically enter the prize draw for one of five Elektor book vouchers. 


The Hexadoku puzzle employs numbers in the hexadecimal 
range 0 through F. In the diagram composed of 16 x 16 boxes, 
enter numbers such that all hexadecimal numbers 0 through 
F (that's 0-9 and A-F) occur once only in each row, once in 
each column and in each of the 4x4 boxes (marked by the 


thicker black lines). A number of clues are given in the puzzle 
and these determine the start situation. 

Correct entries received enter a prize draw. All you need to do 
is send us the numbers in the gray boxes. 


Solve Hexadoku and win! 

Correct solutions received from the entire Elektor readership 
automatically enter a prize draw for 

five Elektor Book Vouchers worth $70.00 (£40.00 / €50.00) each, 
which should encourage all Elektor readers to participate. 


Participate! 

Before November 1, 2014, 

supply your name, street address and the solution (the numbers in 
the gray boxes) by email to: 

hexadoku@elektor.com 


Prize winners 

The solution of the July & August 2014 Hexadoku is: CE234. 

The €50 / £40 / $70 book vouchers have been awarded to: Ciril Zalokar (Slovenia), 

Jacek Butowski (Poland), Pascal Schmitz (Germany), Chris Smith (Australia), and Brian Wood (UK). 

Congratulations everyone! 





7 









9 





9 



3 


B 

C 

5 

F 


0 



E 


A 

E 






F 

2 






5 

B 


4 


5 


E 

0 

9 

6 

B 

1 


3 


8 


7 

5 



8 







4 



F 

3 



D 

A 

6 







B 

1 

4 



C 


1 

6 

ID 

F 

4 



2 

5 

A 

B 

E 


8 


F 


4 



2 

3 

9 

1 



5 


D 



0 


B 



1 

A 

8 

9 



C 


4 


1 


3 

9 

0 

2 

F 



7 

C 

5 

6 

8 


IE 



4 

C 

E 







F 

7 

9 



5 

7 



9 







3 



0 

D 


C 


F 


7 

3 

2 

E 

A 

D 


4 


B 


3 

1 






5 

F 






7 

9 


2 



C 


A 

D 

7 

6 


9 



3 





8 









2 





D 

6 

2 

i 

8 

E 

A 

3 

B 

7 

F 

4 

c 

9 

0 

5 

4 

F 

7 

9 

D 

5 

0 

6 

8 

c 

E 

A 

2 

1 

3 

B 

c 

E 

8 

B 

i 

4 

7 

9 

2 

5 

3 

0 

D 

6 

A 

F 

A 

3 

0 

5 

2 

B 

c 

F 

1 

6 

9 

D 

8 

E 

4 

7 

6 

9 

A 

7 

3 

c 

D 

i 

4 

8 

0 

5 

F 

B 

E 

2 

8 

B 

4 

E 

0 

2 

6 

5 

9 

D 

7 

F 

i 

3 

c 

A 

F 

c 

3 

2 

7 

8 

E 

4 

A 

B 

6 

i 

5 

D 

9 

0 

0 

1 

5 

D 

F 

9 

B 

A 

c 

E 

2 

3 

4 

7 

6 

8 

7 

A 

1 

3 

4 

F 

2 

B 

D 

9 

5 

E 

0 

c 

8 

6 

B 

8 

D 

F 

5 

i 

3 

0 

6 

4 

C 

7 

9 

A 

2 

E 

5 

0 

9 

c 

6 

D 

8 

E 

F 

A 

B 

2 

3 

4 

7 

i 

E 

2 

6 

4 

c 

A 

9 

7 

0 

3 

i 

8 

B 

5 

F 

D 

1 

4 

E 

6 

9 

0 

5 

2 

7 

F 

D 

c 

A 

8 

B 

3 

9 

D 

F 

A 

E 

7 

1 

c 

3 

0 

8 

B 

6 

2 

5 

4 

2 

7 

c 

0 

B 

3 

4 

8 

5 

1 

A 

6 

E 

F 

D 

9 

3 

5 

B 

8 

A 

6 

F 

D 

E 

2 

4 

9 

7 

0 

i 

c 


The competition is not open to employees of Elektor International Media, its business partners and/or associated publishing houses. 
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Knowing 

UH&? 


By Gerard Fonte (USA) 


One of my favorite sayings is: "Do you 
believe? Or do you understand? If you 
believe then you let the word-givers have 
power over you. If you understand then no one is your master." 
Believing, or knowing, certainly has its place. But it's important 
to realize that believing can blind you to alternatives. 


No Time to Think 

Believing allows us to act quickly. We don't have to stop and 
analyze the situation before doing something. I know right 
away what an angry dog looks like and immediately take steps 
to avoid an attack. I don't say to myself: "The dog's teeth are 
bared, his ears are flat against his head, he's growling, his tail 
is not wagging, he's staring at me and advancing. These are 
indications that the dog is likely to attack so I should do some- 
thing." Obviously, if I did that, my leg would be a chew toy. 
We are taught what to know from birth. We learn from others, 
and from experience. Since humans have very developed lan- 
guage skills, most of what we know is second hand. Our per- 
sonal experiences make up a relatively small amount of what 
we know. Consider that from birth to adulthood being educated 
is the most important aspect of our life. As infants we learn to 
walk and talk, feed and dress ourselves, and master the skills 
of socializing. Then we spend twelve years in school followed 
by four or more years of college. Only then are we expected 
to make our way in life by ourselves. (But that's the one thing 
that's not really taught at all. It's something we each learn 
by trial and error.) 

We know and believe what we are taught. This is just human 
nature. And it is our nature to trust these word-givers. Learn- 
ing that two plus two equals four is pretty much the standard 
everywhere. Being taught political or religious ideas can be 
somewhat more problematical. But the teaching process is basi- 
cally the same for math, science, history, politics and religion. 
Other people tell us what to believe and what to know. And 
in the vast majority of situations, this is practical and benefi- 
cial. However, once you "know" something you automatically 
make it much more difficult to "un-know" that thing or to see 
it from a different perspective. Quite simply, your brain sets up 
roadblocks to anything that is different from what you believe. 


Set Blindness 

Psychologists call this phenomenon, "set". It is a powerful 
and insidious condition. A classic illustration of this comes 
from a simple experiment. Subjects were asked to solve the 
"three-jug problem". This is where you have three jugs that 
hold different volumes of water and you have to fill and empty 


vs Understanding 

them in a particular order to obtain some specified volume of 
water. (If you are unfamiliar with this puzzle, do an internet 
search. I'll wait.) 

The psychologists repeated the exercise many times with dif- 
ferent sizes for the jugs. However, the pattern of filling and 
emptying was always the same. Eventually, the subjects learned 
the pattern and could solve the problem immediately and with- 
out thinking. They knew the solution. 

Then the psychologists (being devious by nature) changed the 
answer. Instead of a complicated sequence of filling and emp- 
tying, they made the solution trivial: just fill the small jug from 
the big jug and the remaining volume was correct. Normally 
this simple problem was solved virtually instantly. However, 
with the subjects that believed that they had the answer, this 
elementary task was extremely difficult to figure out. They 
took incredible amounts of time to find the solution. Some 
even gave up and claimed that it was impossible! Set simply 
blinded them. They believed in the pattern. They were wrong. 
Curiously, the more we know, the more chances we have for 
set to camouflage a different approach to a problem. That's an 
issue for conventional education. And admittedly it's usually a 
rare issue. But sometimes, it can be very important to see new 
solutions instead of the status quo. This is especially vital when 
the status quo changes. But, to do that, you have to understand. 

Cognito ergo sum 

Understanding requires the use of rules and principles to exam- 
ine a situation. Another name for this is thinking. It's hard to 
think. It takes time and effort. It's much easier to "know" 
what the answer is than to figure it out. But if you understand 
the underlying concepts you can deduce many details and 
facts. This means you don't have to remember all the trivia 
about something. You can create it whenever you need to. 
This removes brain-clutter and helps to organize your think- 
ing. Instead of working with details that you know, you can 
work with concepts that you understand. This is a higher level 
of cognition and can be very effective (see March 2012, "Con- 
ceptual Engineering"). 

It's much easier to understand something if you do it for 
yourself. In this, self-learning is vastly superior to classroom 
learning. Self-learning is an advantage that hobbyists have 
and it's also called experience. Of course, the more you do 
for yourself, the more experience you gain. Putting together 
a kit requires less understanding than designing and building 
a circuit. But kit-building is a prelude to design and it helps 
understand soldering and assembly techniques. All experience 
is beneficial, regardless of the level. 

Concluding, the more you believe the less you understand. And 
the more you understand the less you need to know. 

( 140337 ) 
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Nostalgia: The Fascination of 40 Years Ago 

E DIY VHF Retro Radio 

For anyone enthusiastic about Very High Frequency 
(VHF) radio, this all-in-one kit from our partner FRAN- 
ZIS is ideal. This modern VHF radio in a stylish, retro 
body receives FM stations in the 87.5 MHz to 108 MHz 
band with good reception performance. You will mainly 
hear the powerful local stations in high sound quality. 
However, the sensitivity of the receiver also allows you 
to listen to remote stations at times. This radio assem- 
bly kit contains all required parts, including casing, 
printed circuit board, rod antenna and all necessary 
components and can be assembled easily and enjoy- 
ably. High quality components, high sensitivity and a 
rod antenna provide the best radio reception possible. 
All-in-one kit 
Art.# 140260-91 
£26.95 • € 29.95 • US $41.00 


The RPi in Control Applications 

. Raspberry Pi 

Hardware Projects 

This book starts with an introduction to the Raspberry 
Pi computer and covers the topics of purchasing all 
the necessary equipment and installing/using the Linux 
operating system in command mode. Use of the user- 
friendly graphical desktop operating environment is 


explained using example applications. The RPi network 
interface is explained in simple steps and demonstrates 
how the computer can be accessed remotely from a 
desktop or a laptop computer. The remaining parts 
of the book cover the Python programming language, 
hardware development tools, hardware interface 
details, and RPi based hardware projects. 

290 pages • ISBN 978-1-907920-29-5 
£34.95 • € 39.95 • US $54.00 


110 Elektor Editions, Over 2500 Articles 

. DVD Elektor 2000 
1 through 2009 

This DVD-ROM contains all circuits and projects 
published in Elektor magazine's year volumes 2000 
through 2009. The 2500+ articles are ordered 
chronologically by release date (month/year), and 
arranged in alphabetical order. A global index allows 
you to search specific content across the whole DVD. 
Every article is printable using a simple print func- 
tion. This DVD is packed with ideas, circuits and proj- 
ects that are ideal for any electronics enthusiast, 
student or professional, regardless of whether they 
are at home or elsewhere. 

ISBN 978-1-907920-28-8 
£77.95 • € 89.00 • US $121.00 


Measurement and Control using your PC 

. IO-Warrior 

Expension Board 

Don't throw out your old PCs and notebooks or leave them 
gathering dust in the basement! They can be a useful 
resource: by adding this universal interface card an old 
PC can be pressed into service as a measurement and 
control hub. An IO-Warrior module on the I/F board takes 
care of USB communication, and source code is available 
that works with the free version of Visual Studio. 
Ready-built IO-Warrior56 module 
Art.# 130006-91 
£34.95 • € 39.95 • $54.00 

Fun to Build and Use Projects 

Create 30 PIC 
E Microcontroller Projects 
with Flowcode 6 

This book covers the use of Flowcode® version 6, a state- 
of-the-art, all-graphical based code development tool, for 
the purpose of developing PIC microcontroller applications 
at speed and with unprecedented ease. Without exception, 
the 30 projects in the book are fun to build and use. A 
secret doorbell, a youth deterrent, GPS tracking, 
persistence of vision (POV), and an Internet Webserver 
are just a few examples of projects in the book waiting 
to be explored and mastered. This makes the publication 
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a perfect source of projects constantly challenging your 
hard ware and software ski I Is as you progress, resulting in 
advanced microcontroller applications you can be proud 
of. All sources referred in the book are available for free 
download, including the support software. 

226 pages • ISBN 978-1-907920-30-1 
£30.95 • € 34.95 • US $48.00 


Three Sizes for Cheap & Fast AVR Prototyping 

E T-Boards 

In response to the limitations posed by fixed-design, 
Arduino-style boards, Elektor has designed three 
mini-development boards that give developers more 
flexibility while still hosting the microcontroller and its 
supporting components. We're very excited to present 
the T-Boards! T-Boards are breadboard-friendly PCBs 
designed for simple and swift microcontroller proto- 
typing using an Atmel ATmega328, ATtiny24-44-84 and 
ATtiny25-45-85 microcontrollers. Additionally, each 
T-Boards has an integrated 3.3V and 5V-selectable 
power supply, which assists in reducing the number 
of required jumper wires and allows for experimenting 
with lower power usage. Programming the microcon- 
troller can be done in-circuit (ICSP). 

Bundle of three boards 

Art.# 130581-94 

£33.95 • € 39.00 • US $53.00 


Explore the RPi in 45 Electronics Projects 

E Raspberry Pi 

This book addresses one of the strongest aspects of 
the Raspberry Pi: the ability to combine hands-on 
electronics and programming. No fewer than 45 excit- 
ing and compelling projects are discussed and elab- 
orated in detail. From a flashing lights to driving an 
electromotor; from processing and generating ana- 
log signals to a lux meter and a temperature control. 
We also move to more complex projects like a motor 
speed controller, a Webserver with CGI, client-server 
applications and Xwindows programs. Each project 
has details of the way it got designed that way. The 
process of reading, building and programming not 
only provides insight into the Raspberry Pi, Python, 
and the electronic parts used, but also enables you to 
modify or extend the projects any way you like. 

288 pages • ISBN 978-1-907920-27-1 
£34.95 • € 39.95 • US $56.40 


Build Your Own Robot 

03 ActivityBot 

Learn real-world engineering skills with the friendly, 
capable, and peppy ActivityBot from Parallax. It's a 
great option for first-time robot-builders, as well as 
for an intro to technology and engineering courses in 
high schools and colleges. Step-by-step web tutorials 


take you through programming its multicore Propeller 
chip in C, wiring circuits on a breadboard, and build- 
ing sensor systems so your robot can navigate on its 
own. Following the checkmarks gets you to the fun 
fast, with optional links for added learning. 

Art.# 140191-71 

£173.95 • € 199.90 • US $270.00 


Further Information and 
Ordering: 

www.elektor.com 

or contact customer service 
for your region 

UK / ROW 

Elektor International Media 
78 York Street 

London - W1H 1DP United Kingdom 
Phone: +44 20 7692 8344 
E-mail: service@elektor.com 

USA / CANADA 

Elektor US 

111 Founders Plaza, Suite 300 
East Hartford, CT 06108 USA 
Phone: 860.289.0800 
E-mail: service@elektor.com 
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@electronica 2014 


3E?jGE Made in Munich 

Come MAKE it @electronica 2014 




By Wisse Hettinga (Elektor Labs) 

You've all heard of the maker revolution and seen cool things described 
but how cool is it to MAKE some real electronics at the world's largest 
exhibition on real electronics? To have a place where you can relax, 
charge your phone, e-gossip, have a coffee and touch base with re- 
al-world electronics. Where you can bring along anything you'd want 
to unbox, (un)solder, show off, measure, check-4-specs, Arduino'd, or 
Raspberry Pi'd. Feel free to come work with us the Elektor way! 


Elektor designers and engineers are on standby to lend a helping hand and supply 
everything you need to get some real electronics work done right there and then. 
German, English, Dutch, Spanish, C++, spoken. 

For this special occasion Elektor Labs are putting at your disposal: desk space, tools, 
test & measurement equipment, a 3D printer, and free WiFi. Not forgetting mini work- 
shops, techtalk, coffee (please donate), and plenty of power sockets to charge phones, 
tablets, laptops, and gizmos. 

Navigate to the Elektor Maker Space in Hall A6, Booth 380 
Stay in touch with Elektor's activities 

register for our newsletter on www.elektor.com , right hand bottom corner. 


WHO: 


and elektor 


INTERNATIONAL media 


WHAT 


ELEKTOR ^ MAKER SPACE 


WHEN: 


NOVEMBER H' 14 ' 20i ^. 
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•Regulars 

NEXT MONTH IN ELEKTOR MAGAZINE 



Universal 40 V/2 A Lab Supply 

Several lab supplies were published in recent 
editions, each with its own merits and 
properties. In the November edition well 
describe Elektor Labs' proprietary approach— a 
microcontroller-controlled circuit that uses 
both switching and analog sections to combine 
in a single design essential points such as 
immaculate output voltage, optimal line 
response and low dissipation behavior. 



USB Hub with Legacy RS232 
and RS422/485 * 

Electronics designers often run into a problem 
with modern computers no longer having 
the legacy serial interfaces, while many 
microcontroller circuits rely on them for 
communication. This handy circuit offers a 
universal solution: it contains a USB hub with 
three USB connections, and in addition has two 
full duplex RS232 and two RS422/485 ports. 



C Software Modules 

The experimental Shield presented in the 
July & August 2014 edition provides a good 
basis for all kinds of experiments based on an 
Arduino. Especially for this Shield we developed 
C-code based on the EFL (Elektor Firmware 
Library). For each hardware module on the 
Shield there's a matching software module— all 
you have to do is merge the desired blocks to 
get a functioning prototype. 


* due to space constraints this article could not be published in the current edition. 


Article titles and magazine contents subject to change, please check www.elektor-magazine.com for updates. 
Elektor's November 2014 edition is processed for mailing to Gold Members starting October 20, 2014. 


I 


Please note: as of the October 2014 edition Elektor magazine is not available from bookshops, newsstands and kiosks. Readers not having an Elektor 
membership can purchase printed or digital copies of individual magazines directly from the publishers at www.elektor.com (click on MAGAZINES). 
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See what's brewing 
@ Elektor Labs 24/7 

Check out 

www.elektor-labs.com 

and join, share, participate! 


elektor 


Sharing Electronics Projects 



labs 




Hcwiw Proposals 



Mobility su perc hcirg es everyth ing . Mobility 

Live for Super. Week 

— - - — 1. -*-■ 



IR Remote Control Learning Dimmer or 
Heat Control [140279-1] 
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9.920 14 

SANDS- EX?0 
LAS VEGAS 

REGISTER 




Cl-oow yourdnf jay* to loin: 

EbSL'ih d¥Vl«r Frjr.Jis iSftfsSfji 


Create a Project 


Crutz a mw fir-o-jeEtfi-r uilnr n pcgpaiHl 

St-t ht-b. Fct-Jbatk ft vaL*i f-oni Ptk-cr y, 3 'Lcir!> 
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You want to pO'St a project but you are 

not 3 member? 

Cliitk hert [u send j CfeSiripEidn of yuu> 
project including a lit cii'l :ii, i jr .iin Arid n 
ptKrfflgrrfnb for evaluation .End mayfii 1 
you will be 
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MIXED SIGNAL 
OSCILLOSCOPES 


4 ANALOG + 16 DIGITAL CHANNELS 

RAPIDLY DEBUG COMPLEX MIXED SIGNAL DESIGNS 

•USB 3.0 

• ULTRA DEEP MEMORY 

• SEGMENTED MEMORY 


h . . . ■*!! \ 


.ULULUU 


_ „ P/i JTTiTtfllL- L II 

vi Tii jin' n ri_JOri tv. w 



INCLUDES AUTOMATIC MEASUREMENTS, SPECTRUM ANALYZER, SDK, 
ADVANCED TRIGGERS, COLOR PERSISTENCE, SERIAL DECODING 
(CAN, LIN, RS232, PC, PS, FLEXRAY, SPI), MASKS, MATH CHANNELS, 
ALL AS STANDARD, WITH FREE UPDATES . 5 YEAR WARRANTY 



Ti i/r^iYTV~ v" 1 rm 


■ ri rvn r_ r_- _-_r -^^ry T-r^JT/T^^^ r ^uiy-inj~LrLri 


3204D MSO 3205D MSO 3206D MSO 3404D MSO 3405D MSO 3406D MSO 


Channels 
Bandwidth 
Buffer memory 
Max. sampling rate 
Signal generator 
Digital inputs 


60 MHz 
128 MS 


2 analog, 16 digital 
100 MHz 
256 MS 


200 MHz 
512 MS 


60 MHz 
128 MS 


4 analog, 16 digital 
100 MHz 
256 MS 


200 MHz 
512 MS 


1 GS/s 

Function generator + Arbitrary waveform generator 
100 MHz max. frequency, 500 MS/s max. sampling rate 


www.picotech.com/PS361 




CONNECTED 






*■?*««* 
^-■ 3 ;. % 


PROTEUS DESIGN SUITE VERSION 8 


Featuring a brand new application framework, common parts database, live netlist and 3D visualisation, 
a built in debugging environment and a WYSIWYG Bill of Materials module, Proteus 3 is our most integrated 
and easy to use design system ever. Other features include: 

, Hardware Accelerated Performance. . Board Autoplacement & Gateswap Optimiser. 

. Unique Tiru-View™ Board Transparency. . Direct CADCAM, ODB++, IDF & PDF Output. 

. Over 35k Schematic & PCB library parts. . Integrated 3D Viewer with 3DS and DXF export* 

* Integrated Shape Based Auto-router, , Mixed Mode SPICE Simulation Engine. 

. Flexible Design Rule Management. . Co-Simulation of PIC, AVR, 8051 and ARM MCUs 

. Polygonal and Split Power Plane Support. , Direct Technical Support at no additional cost. 


wfielii si host of addltiional exciting new features 

Far mare Information visit, 
wifww. 1 ab ce nt e r. com 


Lab center Electronics Ltd, 21 Handy Grange, Grassinglon, BD23 5AJ 
Tel: +44 (0)1756 753440, Email: lnfQ@labcenier,com 
Registered in England 4692454 


wwM/.labcenter.cam 




